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; HEADS NORTHWEST 
ASSOCIATION — J. A. 
Hale, vice - president 
Utah Power & Light 
Co., has been elected 
president of the North- 
west Electric Light and 
Power Association, 
succeeding George T. 
Bragg. Pacific Power & 
Light Co. 
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HOW TO CARE FOR electrical farm equipment is demon- 
strated simply and explicitly in a new, sound slide 
film which G.E. is offering to farm groups. ‘“The Care 
and Maintenance of Electrical Farm Equipment” 
covers motors, water systems, milkers, coolers, brood- 
ers, etc. The film strip and record can be borrowed 
for showings, or can be purchased at a nominal price. 
Address our Rural Electrification Section at Schenec- 
tady, N. Y. 


BETTER GENERATOR PROTECTION 
is provided by a new high- 
speed differential relay, 
Type CFD, recently an- 
nounced by General Elec- 
tric. It is an induction- 
cylinder device, incorpo- 
rating a new principle 
known as “product re- 
straint.’’ This principle 
eliminates the difficulty 
previously encountered 
with high-speed generator 
relays due to the transient- 
current transformer errors 
on heavy through faults. 
Each element of the relay 
is of the familiar 8-pole, 
induction-cylinder type, 
three poles being used for 
the differential operating 
function, and three for prod- 
uct restraint, 
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SURER SPOT WELDING results from the use of a G-E ele; 
trode pressure gage, a new, simple, direct-readiy 
device first developed for use in General Electric 
own plants. If weld pressure is too weak, arcing an 
spattering may cause a bad weld. If pressure is t 
great, contact resistance may be too low to devel 
the required heat, or deformation may take plac 
Use of this gage by the set-up man helps keep pre 
sure at the predetermined level. 
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BALLASTS THAT SAVE critical materials in fluorescent ‘1 
ture construction and wiring have recently been added 
to the G-E line. The new ballasts have leads coming 
out through the bottom. Thus, they can be mounted 
completely exposed atop a narrow wiring channel 
just big enough to enclose the leads. In addition to 
saving the fixture metal that would ordinarily en 
close the entire ballast, they operate in lower ambient 
temperatures because of their exposed location 
Available in all ratings commonly used in war plants. 


General Electric Company, Schenectady, New York. 
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OPA Loses Appeal on 
Washington Rate Rise 


ourt of Appeals, in 2-1 decision, 
utility rates in Washington 


a 


denies agency has jurisdiction over 
Gas Light case — Says Con- 


gress did not authorize price standards on commissions 


The District: of Columbia Court of 
ppeals dealt a body blow to the Office 
{ Price Administration’s jurisdiction 
wer utility rates this week when, by a 
D.] decision, it reversed a lower court 
hich had denied a $201,000 rate in- 
rease to the Washington Gas Light Co. 
It was not immediately apparent 
hether OPA would appeal the decision 
o the U. S. Supreme Court. OPA has 
he question “under consideration,” a 
pokesman said, but has come to no 

















ecision. 
Deny OPA Authority 


In remanding the case to the district 

ourt for dismissal of appeals from the 
District Public Utilities Commission or- 
ler of last fall allowing the rate in- 
rease, the appeals court pointed out 
hat OPA’s authority over utility rates 
nder the Second Price Control Act of 
last October 2 is very slight. 

The decision will have no effect on 
ity gas bills inasmuch as the increase. 
averaging 3 cents per month per cus- 
tomer, was allowed to continue in effect 
pending an appeal from the district 
ourt decision which upheld OPA’s pro- 
est, 

“No room is left.” wrote Justice Mor- 
is Soper of the Fourth U. S. Circuit 
ourt of Appeais in the majority opin- 
hon. “for the argument that the standard 
applicable to price regulation by the 
President after September 15, 1942, was 
also imposed upon regulatory commis- 











LC TRICAL WORLD—Published weekly by McGralw- 
ARANTEED, Editorial and Executive Offices, 230 


F tive Vice-President; James H. McGraw, 
5 in, Jr., Direetor of Circulation. Subscri 
‘ vO Years, $10 for three years. Canada, 


Post Office at Albany, N. Y., 





sions generally and upon the Public 
Utilities Commission of the District of 
Columbia in particular. If such had 
been the express purpose of Congress, 
there is no good reason why it failed to 
express it, especially as the powers of 
the commission had already been fixed 
by Congress itself . . . and repeals by 
implication are not favored. 

“Even more persuasive is the proviso 
in Section 1 of the amendatory act 
which is the only part of the act (Sec- 
ond Price Contro] Act) that expressly 
refers to public utilities and increases in 
rates over those in effect on September 
15, 1942. This proviso clearly recognizes 
the power of the Public Utilities Com- 
mission of the District of Columbia and 
other regulatory bodies to fix utility 
rates, and leaves this power undisturbed 
except that it imposes upon utilities 
seeking an increase the duty to give 30 
days’ notice to the President’s agency 
and to consent to its timely intervention 
before any general increase in rates, in 
effect September 15, 1942. can be made 
in a rate proceeding.” 


No. 1 Defense Area 


Soper pointed out that the $201,000 
increase allowed by the commission was 
$123,000 under what might have been 
allowed under strict adherence to the 
terms of the sliding scale agreement 
under which district utilities operate. 

“The conservatism of this action,” 
Soper wrote, “is demonstrated by the 
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finding of the commission. based on con- 
vincing evidence, that the company 
could not finance its needs and install 
extensions required to fill the demands 
of the No. 1 defense area of the United 
States unless the decline in earnings 
was arrested and the principles of the 
sliding scale arrangement, on which 
the credit position of the company de- 
pended, were preserved. 

“Viewed from this standpoint, it be- 
comes clear that the intervention of the 
Price Administrator was not in vain. 
Indeed, it would be difficult to say that 
the commission did not comply with the 
standard imposed by the amendatory 
act upon the adjustment of prices other 
than utility rates . . . certainly the risk 
of such inflation as might be expected to 
follow from an increase of 137th of 1 
percent in the cost of living in the Dis- 
trict of Columbia was amply justified.” 


Dissenting Opinion 


Justice Justir “Miller, who dissented, 
argued that: 

“When young men are giving their 
lives by the thousands, when the normal 
economy has given way to the necessi- 
ties of war. when industrial organiza- 
tions. great and small, have been con- 
verted to war production or perhaps de- 
stroyed, it seems to me that a curious 
lack of identification with our national 
emergency and our national effort is 
required to continue speaking in terms 
of normal arrangements and peacetime 
formula.” 

The decision left OPA on the short 
end of a 3-to-l score in rate cases in 
which it has intervened. OPA won be- 
fore the Public Service Commission of 
Kentucky. which denied a 7.6 percent 
rate increase for the Western Kentucky 
Gas Co. of Owensboro. In this case the 
commission followed the President’s 
“hold the line” formula rather than the 
merits of the case. OPA lost decisions 
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to the Wisconsin and Michigan commis- 
sions, which respectively dismissed peti- 
tions by OPA seeking to halt a rate 
boost for the Milwaukee Gas Light Co. 
(Evectricat Wortp, July 24, page 67) 
and by the city of Detroit seeking a re- 
duction in rates of Detroit Edison, 


Detroit Edison 
Wins on Rate Cut 


Declaring that “we find the rates for 
electrical service by the Detroit Edison 
Co. are reasonable rates,” the Michigan 
Public Service Commission last week 
dismissed the city of Detroit’s petition 
for a $6,000,000 annual reduction in 
farm and residential electric rates. The 
commission’s ruling also denied the 
city’s petition for a $2,000,000 reduetion 
in industrial rates. 

To the city’s contention that excess 
profits taxes should not be included as 
operating expenses in connection with 
rate making, the commission said: 
“Such statements postulate a power in 
the commission to proportion taxes 
which it does not possess. 

“Under the federal income tax law, 
any industry can avoid taxes by making 
less money: however, a free exercise of 
this alternative would unquestionably 
lessen industrial activity. 

“We know of no statute giving us the 
power to forbid a company the right 
to charge as an operating expense any 


tax lawfully incurred by it.” 


$8.000.000 Excess Profits 


Detroit had asked for the rate reduc- 
tion on the basis that the company had 
to pay more than $8,000,000 in excess 
profits taxes last year. Its petition re- 
quested that this amount be returned to 
customers in November and December 
and that 1943 rates be reduced to elim- 
inate excess profits. 

In denying the city’s claim that the 
company’s 1943 earnings would be 
greater than those of 1942, the com- 
mission explained that Detroit Edison 
had been forced to adopt a 48-hour 
week by government order. thus increas- 
ing its payroll. and had set up a pension 
plan for employees. 

The ruling said in part: “It is recog- 
nized that in 1942 and in the estimate of 
expenses for 1943, the Edison company 
has made large appropriations for de- 
preciation reserve and a post-war ad- 
justment reserve. An alternate policy 
would be the reduction of rates to a 
point that would prevent the accumula- 
tion of such reserves. 

“Under such a policy the financial 
ability of utility companies to meet the 
reconstruction problems that will follow 
the war would be in constant doubt.” 


4 (384) 





THIS WEEK'S NEWS BRI=h 





Greorcia Power Co.’s home service 
representatives repaired a total of 
5.316 electrical appliances during June 
and gave instructions in the use of 
18.265 appliances, according to their 
latest customer service report. In ad- 
dition, they listed 1,130 appliances that 
customers wanted to buy and 275 ap- 
pliances customers wanted to sell. 


FOLLOWING FAILURE OF ONE of the 
steam boilers at the municipal plant 
at Jacksonville, Fla.. George A. 
Pierce, utilities commissioner, ordered 
discontinuance of all air-conditioning 
equipment in the city and asked resi- 
dential customers to conserve as much 
power as possible. The plant is capa- 
ble of producing 60.000 kw. with all 
four boilers in service. One was being 
repaired when the second went out, 
leaving only two operating. 


Joun F. Hurst, superintendent of 
the steam production department of 
Louisville Gas & Electric Co., was 
honored recently on the completion of 
50 years of service with the company. 


THe Cortumpia, S. C., State sug- 
gested editorially recently that the 
62.000-acre lake facing the power house 
of Santee-Cooper be named _ Lake 
Byrnes. It was through his influence 
while Senator from the state that fed- 
eral funds were allocated for the 
power project, the paper said. 


New York’s Pusiic Service Com- 
MISSION has authorized Consolidated 
Edison Co. and subsidiaries to bill 
customers for electric service on a bi- 
monthly basis instead of monthly. The 
plan, already in effect by Brooklyn 
Edison Co., will result in savings of 
$1.339,000 in wages. equipment and 
materials. it was estimated, which added 
to the $500,000 annual savings of 
Brooklyn brings the over-all reduction 
in expense to close to $2.000,000. 


A GRANT OF $333,333 HAS BEEN 
ADDED to the endowment of the Car- 
negie Institute of Technology by the 
Buhl Foundation to assure continued de- 
velopment of the graduate program in 
electrical engineering. established in 
1939 through a provisional grant of 
$50.000 from the Buhl Foundation. 


THe Los AnceLtes Department of 
Water and Power has adopted a policy 
of billing its customers every other 
month instead of monthly. The new 
program, which affects 550,000 domes- 
tic meters, was announced by the Board 
of Water and Power Commissioners 
following its recommendation by H. 
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C. Gardett, general manag + oj t 
Power Bureau, H. A. Var Nord 
general manager of the \ ate; h Jeur 
reau, and Clyde Errett, depa: men; , 
troller. 


es, 


For THE FIRST TIME in history ‘Con 
single power plant has oy erated Jpip™ 
more than 1,000,000 kw. ca jacity. th 
terior Secretary Harold L. Ic..es has »fmmieve 
nounced. The record was st at B,jli/ry 
der Dam on the Colorado River, |,,,JammWith 
asserted, where installed capicity, p,,dim™m_v H 
at 950.000 kw. has been operated » tati 
10 percent overload to meet war poysdimmd \ 


needs, a 
LIGHTNING STRUCK all three pyy. jen 

lines of the Atlantic City Electric ce 

during a heavy thunder showe r recent] RLD 

cutting off the supply from Ocean Cin rt. 

to Oceanville, N. J., for two hoy. 

Two of the lines were emergency oy ih 


to be used in case the first was disabled vil; 
F DU 

RESERVOIR-FILLING PREPARATION: ale /2 
under way at Gilbertsville Dam. Ty, gee™ 


Kentucky power project on the lpyeqmmre™ 


reaches of the Tennessee River. ele 

m in 

THe Eptson Exectric Iysnnyi. ,, 
MEDAL was awarded recently to ty ” 

Southern California Edison men—Johjiy | 

F. Cleary, transmission patrolman, whi ;,| 


performed artificial respiration on 
ll-year-old boy who had _ touched 
4-kv. wire. and John S. Smith, linemay, 
who saved the life of a fellow linema 
by means of pole-top resuscitation. 



























Shea, OCR Utilities 
Chief, Resigns 


Michael E. Shea, director of th 
Fuel and Utilities Division of th 
Office of Civilian Requirements. © 
signed last week because of ill healta 

Shea, at one time associated with 
Joseph L. Weiner as an SEC consultati 
on utility engineering and management 
resigned as assistant to the president 
of the Atlantic Seaboard Corp. eatly 
last year to head the Power Divisia 
of the Office of Civilian Supply, whidi 
Weiner headed from last Decembet 
until spring, when it was reorganized 
As OCS power chief, Shea opposed tle 
Federal Power Commission’s contentia 
that a 20,000,000-kw. war power pl 
gram was necessary and compiled OCS! 
plan for a mandatory “brownott 
(Evectrica, Worip, March 6. 1% 
page 63). 
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Faconservation Drive Gets 
Covernment Indorsement 


0! tiles, Nelson and Eastman ask broad program covering coal, petro- 
orm s 2 

“Si oum, natural and manufactured gas, water, communicctions and 
nt ¢ transportation industries similar to electric industry plan 


tory ‘Conservation of fuel, _manpower, similar to that which drew up the elec- 
ed pipe! and materials is a ‘must’ tric utility industry’s program. It is 
ty, 5 the United States if we are _to hoped that all the industries in the over- 
as ampieve ie maximum _war production all program will be ready to put their 
Boulmers \{merican wants. own programs into operations “early 
Icke ith this statement, Interior Secre- in September.” 
rated Harold L. Ickes, Defense Trans- The over-all campaign will be di- 
| at Aaprtation Director Joseph B. Eastman rected by an inter-agency committee 
vivedme WPB Chairman Donald M. Nelson consisting of OWU Director J. A. Krug, 
mnced the broad conservation cam- Deputy Petroleum Administrator for 
n of which the electrio industry’s War Ralph K. Davies, Deputy Solid 
tab. ‘fic savings program (Exrectricat Fuels Administrator for War H. A. 
“Monip. July 24, 1943, page 63) is a Gray, Eastman and assistants of these 
a men, 
Ut “Every pound of coal, every gallon 


Indorsement : . 
Top of oil, every cubic foot of gas that can 


be saved means that our national energy 
pool is strengthened just that much.” 
the joint statement said. Every man- 
hour saved in the production of these 
basic fuels, in the production of elec- 
tricity, in transportation and in com- 
munications is a man-hour that can be 
used for something else. Every pound 
f tungsten that is>saved in the pro- 
duction of electric lamps is a pound 
that can be used in the production of 
radar equipment, 

“These savings and the countless 
others that ‘will result from a broad 
conservation campaign may appear 


\|though formal indorsement of War 
GE} ilization Director James F. Byrnes 
MB: lacking. the Nelson-Ickes-Eastman 
V4" tement constituted “topdrawer”™. in- 
rseement of the whole broad program, 
. electric utility industry’s participa- 
nin which grew out of a disinclina- 
‘TE, to attempt a mandatory “brown- 
‘Wi, (EvectricAL -Worip, June 12, 
4 83) 


































13, page 
With the statement, representatives 
the coal. petroleum, natural and 
pnufactured gas, water. communica- 
ns and transportation industries were 
led upon to organize task committees 
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RACTICE EVACUATION—First downtown office building in Akron to stage a practice 
yacuation in connection with civil defense activities was that of Ohio Edison: only five 
inutes was required to empty the building of its 253 occupants, who walked instead 
of using elevators 
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small in the average household or the 
average industrial or commercial plant. 
Multiplied by millions of homes and 
thousands of factories and stores, how- 
ever, they are tremendous. The saving 
of a single ton of coal next winter by 
one householder will not win the war. 
But if 18,000,000 householders do it 
their combined effort will go a long 
way toward winning the war. That same 
thing applies with equal or even greater 
force to each of the other industries 
represented. 


Calling All Industries 


“We have, therefore, called upon the 
coal, petroleum, electric, natural and 
manufactured gas, water, communica- 
tions and transportation industries to 
join with us in a broad conservation 
campaign to accomplish these results. 
The campaign will be voluntary. Co- 
operation of these industries in asking 
the public to use their services only as 
absolutely necessary represents a real 
sacrifice by them. We ask the American 
public to appreciate that sacrifice and 
to give them and the war effort enthusi- 
astic and unstinting co-operation as this 
campaign develops.” 


Union Electric Co. 
Scored on Bagnell 


Improper operation of the Bagnell 
Dam and hydro-electric plant of the 
Union Electric Co. of Missouri was re- 
sponsible for the flood conditions that 
recently along the Osage 
River. according to the report of a 
special committee of the Missouri 
House of Representatives. The power 
company, the report charges. was not 
operating the dam on the basis of an- 
ticipating floods during rainy season. 

The committee asserted that in a 
hearing before the Missouri Public 
Service Commission, prior to the con- 
struction of the Bagnell project, the 
utility claimed that the dam would pre- 
vent floods along the lower Osage 
River. and that the reservoir would be 
drawn down prior to the rainy season 
in anticipation of floods. The report 
condemned the company for its failure 
to pay any attention to weather reports 
except those received 24 hours in ad- 
vance. 

“It is the belief of the committee,” 
said the report. “that in the interest of 
the protection of all those people who 
live below the dam every reasonable at- 
tempt should be made to secure weather 
forecasts that will anticipate heavy 
rains for some.few days.” 

4 digest of the committee’s report 
will be filed with Congress. 


prevailed 






(385) § 
















cot EERE 





RUN RADIO PROGRAM—Script conference 
on “Report to the Nation,” the dramatized 
news program which started last Tuesday 
night over a coast-to-coast CBS network, 
sponsored by light and power companies, 
finds Paul White (left) and Doug Edwards 
discussing a point. White supervises the 
program while Edwards is narrator 








Utilities Radio 
Program on the Air 


Last Tuesday evening (July 27) at 
9:30 p. m., EWT, the first broadcast 
of “Report to the Nation,” under the 
sponsorship of the electric light and 
power companies, went on the air over 
a coast-to-coast network of the Colum- 
bia Broadcasting System. 

A present total of 125 power com- 
panies are underwriting the program, 
which is carefully co-ordinated. under 
the direction of N. W. Ayer & Son, ad- 
vertising counsel, with the magazine 
campaign which has been under way 
for the past several months. 

“Report to the Nation” is not a new 
program. Its initial broadcast was on 
November 30, 1940, and was confined 
to informal and factual explanations 
of governmental activities. Since Pear] 
Harbor. however the program was ex- 
panded to an accurate. unbiased 30- 
minute coverage of world news, using 
all the resources of the CBS organiza- 
tion. and incorporating famous person- 
alities as guest stars. It was on a 
sustaining basis until its sponsorship 
by the light and power industry. 

From a commercial standpoint. the 
program brings to the American people 
facts on the every-dav business of pro- 
ducing electricity and the story of the 
job the industry has done in helping 
speed war production. 

Paul White. CBS director of public 
affairs and news broadcasts, is the guid- 
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ing light of the show. Earle McGill is 
responsible for casting and directing 
and Bill Slocum, Jr., and Margaret 
Miller are the writers. Victor Bay and 
his orchestra provide the music; Doug 
Edwards is the narrator and Ted Jewett 
supervises the sponsor's message. 


Pepco Asks Court to 
Deny Rate Petitions 


FPC tackles company on 
Braddock rates 


ow 

Potomac Electric Power Co., Wash- 
ington, went on the offensive last week 
in its annual rate case with the District 
Public Utilities Commission when it 
asked the District Court to throw out 
petitions filed recently by the Office of 
Price Administration and the Treasury 
Department’s procurement division 
aimed at boosting the rate slash from 
$310,000 to approximately $2,000,000 
(E.ectricaL Worip, July 10, 1943, 
page 69). 

After the Public Buildings Authority, 
contractor for service to government 
buildings in Washington, had joined 
OPA and procurement in an attempt to 
boost the cut ordered last March by 
the District Public Utilities Commis- 
sion, PEPCO, which had promised an 
appeal from the PUC order, attacked 
the jurisdiction of OPA and procure- 
ment, pointing out that the former 
had been directed only to intervene in 
those cases in which a rate increase 
was sought. PEPCO insisted that it 
had sought no rate increase under the 
sliding scale contract this year, and 
that OPA thus was in no positian to in- 
tervene. Procurement’s intervention 
was likewise held without basis. PBA, 
PEPCO argued, was the only federal 
agency with any proper jurisdiction. 

Shortly thereafter PEPCO filed an- 
other petition asking that the PUC or- 
der directing a $310,000 rate cut be set 
aside on the basis that strict adherence 
to the sliding scale contract would have 
precluded a rate cut. Its return during 
the year immediately preceding the or- 
der was below the stipulated 6 percent, 
PEPCO averred, adding that the PUC 
“erroneously” excluded from costs cer- 
tain income taxes, 

The PUC went before the court with 
a defense of its order denying allega- 
tions of the Treasury Department and 
OPA. Two more litigants entered the 
argument when the local federation of 
citizens’ associations and three associa- 
tion presidents, as ratepayers, asked 
permission to intervene. They sought 
rate reductions in excess of the PUC 
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order and whatever other sa\ ‘ngs ;, 
be allowable~under the slidi .¢ scald 

In addition, the Federal P wer ¢, 
mission is investigating rats charg 
the Braddock Light & Power ¢, | 
lington County, Virginia, b~ the Pa 
mac Electric Power Co., \) ashing 
owner of the Braddock prop ty (Ene S. 
TRICAL Worx, July 10, 194 page 69 

The investigation had bee | requ, 
by the Public Buildings dministy 
tion, which protested an al -ged “, 
charge” for service to the \rmy’; ji. . 
tagon Building across the Po omac {, . 
Washington. An FPC spokesman .jamee™ 
an investigation of Braddoci’s rate; 
PBA would follow if necessary, 


© ht 


‘ 
OCR Survey Denies &. j 
Appliance Materi 


A summary of the controlled nym"! 
rial needs of the Office of Civilian pgppe' 
quirements for the fourth quarter | 
year fails to include any steel, cop mel 
or aluminum for new electric appliang 
or for maintenance, repair and operg 
ing supplies for existing appliances, 

The survey, compiled by represen 
tives of the “business experience” {y , 
tion of OCR and reportedly criticise | 
by OCR’s “slide rule boys,” lists mail et 
rials for new production and rep 
parts only of lamp bulbs, both inca 


descent and fluorescent. portable elq ‘ 
tric lanterns and certain medical t ¢ 
surgical supplies. The reports asks ‘ 
Ib. of carbon steel and 0.7 of a pow, v: 


of copper per dwelling unit per ye 
for maintenance, repair and operatis 
supplies, in which category may be j 
cluded material for wiring, oil bum 
motors and similar electrical home i 
stallations. 

The National Housing Administrati : 
put in for 20,000 lb. of wire and wigits ; 
products and 30,000 lb. of wire a 
cable for dwellings under its jurisit 
tion for the fourth quarter. Copper i rec 


bar and wire products for governmentdierto 
maintenance, repair and operating 
plies, federal, state and local. and ere 
government training programs tots) 
140,000 Ib. t th 


One of OCR’s division chiefs term 
the report the “greatest piece of wa 
yet done by OCR or its predecesst 
(Office of Civilian Supply). He i 
cated that the report was circulait 
within WPB without approval of 
tain of OCR’s top policy officials. |! 
report was not made public officiall 
If it becomes the basis of OCR’s fou ize 
quarter operations, there will be no p" : 
duction of such appliances as elect” 
ranges, mechanical refrigerators, 10! pr 
fans, toasters, irons and similar artic 
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While the recent decision of Judge 
pert A. Cooper of the U. S. District 
rt for Puerto Rico gave the federal 
ernment physical possession of the 
perties of the Porto Rico Railway, 
ht & Power Co. and the Mayaguez 
ht & Power Co. (ELectricat Wortp, 
y 24, page 68) motion of the Porto 
» Railway for a decree of mandate 
granted and judgment has been 
ed by the court giving the utility 
right to the rents and profits of the 
perties from July 20, 1942, the date 
properties were seized by the gov- 
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Cannot Restore Properties 






he judgment declared, among other 
gs, that (1) the defendant, Porto 
» Railway Light & Power Co., is 
entitled to a decree ordering the 
m or restoration of the possession 
the properties taken by the Federal 
rks Administration for the reason 
t government, through FWA, has 
n since December 29, 1942, and is 
‘validly in possession of the proper- 
pursuant to the provisions of the 
ond War Powers Act; (2) that the 
ndant, however. is entitled to the 
titution of everything that it has lost 
a result of the. court’s judgment, 
July 20, 1942, to December 29, 
2. Specifically it is entitled to the 
ts and profits of the properties and 
lic utility business taken over dur- 
that period, together with all bene- 
received by FWA. and its agent the 
rto Rico Water Resources Author- 
as well as all losses and damages 
ered in the appropriation. 

he court’s judgment also declared 
t the Federal Works Administrator 
lip B. Fleming and the Puerto Rico 
ter Resources Authority, as agent of 
administrator, must make full, com- 
e and true account of all moneys 
lected and disbursed in the conduct 
he public utility and street railway 
‘rprises of the defendant for the 
iod and pay the defendant all profits 
ied. Further, the administrator and 
PRWRA are directed to account for 
P pay the defendant the fair value of 
property used or destroyed in the 
iod and to reimburse the defendant 
ill charges occasioned by taking 
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ourt Orders Return 
of Puerto Rico Revenues 


S. Disirict Court at San Juan decrees restitution of rents and profits 
aken during period when government seizure of utilities was in- 
validated by Court of Appeals — Fleming cuts rates 


over the properties. The court said a 
special master would be appointed to 
determine the amounts involved. 

(In the last issue of ELectricar 
Wortp—July 24, page 68—it was re- 
ported that “compensation of $6,250,- 
000 was approved by the court for the 
Porto Rico Railway Light & Power 
Co. and $1,000,000 for the Mayaguez 
company.” This is an error. These two 
sums had been deposited with the court 
as estimates of values of the companies 
in the original expropriations. They 
would be available, said the court, to 
pay the amounts decided upon by the 
special master as profits realized and 
damages sustained in the period July 
20, 1942, to December 29, 1942.) 


Rate Cuts Ordered 


In the meantime, Federal Works Ad- 
ministrator Philip B. Fleming has or- 
dered rate reductions averaging be- 
tween 10 and 11 percent in industrial, 
residential and other rates charged 
former customers of the Puerto Rico 
utilities. Savings are estimated at 


$323,000. 


‘ 





Fleming announced also that savings 
to consumers will be enlarged and the 
scope of the rate cuts broadened by 
forthcoming rate cuts which will be in- 
stituted by the Puerto Rico Water Re- 
sources Authority on its own system, 

The rate cuts were made possible by 
economies resulting from integrated 
operation of the three systems, Fleming 
declared. Substitution of hydro power 
for oil-fired steam power was largely 
responsible. Study of the rates of the 
two former private companies was in- 
stituted following the President’s “hold- 
the-line” order of last March, resulting 
in the rate cuts just announced, Flem- 
ing explained. A proposal by the au- 
thority for reduction in its rates was 
ordered to be put into effect by Sep- 
tember 1. A restudy of all rates will 
be made in about six months, aiming 
at further cuts, Fleming promised. 

Fleming announced that the recent 
decision of the Puerto Rico district 
court, validating last December’s ex- 
propriation under the second War 
Powers Act, has been appealed to the 
First Circuit Court by the railway 
company. 


Big Demand for CEOC 
“Victory” Booklet 


Demand for the booklet “To Help 
Speed Victory” published by the Coun- 
cil of Electric Operating Companies, has 
forced a third printing of 10,000 copies. 

Council spokesmen said replies re- 
ceived from companies which have dis- 





ANOTHER WESTINGHOUSE “E”—Carl Rockwell, wounded survivor ot the aircraft 

carrier Yorktown, and former Westinghouse employee, looks on as Maj. Gen. Thomas 

E, Hanley. Jr. (right) of rhe U. S. Army Air Force, presents an Army-Navy "E” pennant 

to C. L. Van Derau, works manager of the Mansfield, Ohio, plant of Westinghouse, 
formerly devoted to the manufacture of electrical appliances 
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tributed the booklet to employees or 
customers indicated a broad ignorance 
of the job being done in support of the 
war effort by electric utilities. Replies 
were complimentary and even lauda- 
tory, and many expressed surprise at 
the scope of the electric companies’ 
part in the war. It is evident, council 
spokesmen said, that electric service is 
being rendered so efficiently and quietly 
that few people are aware of the job. 

First two printings were 5,000 and 
25.000 respectively. Sixty-two com- 
panies have asked for reprints. 


Divert Utilities 
Coal for Steel 


Five utilities were among those com- 
panies from which shipments of coal 
were diverted last week to maintain 
coking operations at Pittsburgh district 
steel companies. 

The diversion was ordered by Solid 
Fuels Coordinator Harold L. Ickes to 
counteract the effects of dangerously 
low stockpiles and subnormal produc- 
tion in the western Pennsylvania bi- 
timinous fields. The diverted coal was 
mined in West Virginia. Kentucky and 
Virginia and was originally intended 
for users who have adequate stocks, 
Ickes declared. A total of 58.500 tons 
was diverted. 

Utilities whose shipments were di- 
verted include the Cleveland Electric 
Illuminating Co.. Wisconsin Power & 
Light Co.. Sheboygan. Wis.; Cincin- 
nati Gas & Electric Co.. Wisconsin Gas 
& Electric Co., Racine. and Consoli- 
dated Edison Co. of New York. 


N. Y. State Rural 
Lines Authorized 


Authorization has been granted the 
Delaware County Electric Co-operative, 
Inc., of Edmeston and the Otsego Elec- 
tric Co-operative. Inc., of Delhi. both 
New York State, to construct rural 
electric systems totaling about 650 
miles in length. 

The two projects had been held up 
for some weeks pending a determina- 
tion by the Office of War Utilities of 
its policy on extension under Order 
U-l-c which exceed 5.000 feet in length 
(Evectricat Wor tp, July 3, 1943, page 
8). They were the largest proposed 
projects in a group of almost 200 which 
exceeded the 5.000-foot qualification. 

The Delaware County project will 
serve 818 customers on 307 miles of 
line. The Otsego co-op will serve 816 
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customers on 333 miles of line. Both 
co-ops will purchase their energy from 
the New York State Electric & Gas 
Corp., of Ithaca. 

The lines will be of steel and copper- 
weld conductor, the latter Signal Corps 
rejects. The systems, both new, may 
be ready for activation in about three 


months. 
« 


Electricians Loaned 
by Utility to Plant 


Austin F. Flegel, Jr., executive vice- 
president of the Willamette Iron & 
Steel Co., Portland, Ore., learned that 


an i 


ita es 


“BORROWED” ELECTRICIANS—tThe P.G.E. 
electricians above—C. M. Gates, left, and 
C. N. Stephenson, right—are shown some 
work they will do aboard ship by R. L. 
Kuhn of Willamette Iron & Steel Corp. 


the Portland General Electric Co. was 
holding a crew of electricians in re- 
serve. As these men could be utilized 
at the steel company, President James 
H. Polhemus of P.G.E. was contacted 
as to the possibility of his “loaning” 
them. 

Obstacles to the plan were the facts 
that the men at first were reluctant 
because of giving up their seniority 
rights and privileges. Also, the com- 
pany needed them in reserve to restore 
service quickly in case of an emergency, 
such as bombing. 

These objections were overcome, how- 
ever, on the basis that the men would 
be loaned for the duration at their reg- 
ular rates of pay, but would retain all 
seniority rights with the utility com- 
pany and would be released by the 
steel company in case of emergency, 
together with as many additional elec- 
tricians as might be needed to restore 
power service in the shortest possible 
time. The arrangement was concluded 
in co-operation with the unions involved 
and the Portland office of the War Man- 
power Commission, 


ELECTRICAL WORLD @ 































Utility Asks Ban cy 
Water Rental Ho; 


Supreme Court Justice Pier, | 
Russell has reserved deci. oy aw 
application by the Nia: ira Pal 
Power Co. for an order re< aining 
State Water Power and C. jtyo) Cy 
mission from conducting h rings ne 
month leading to the char. ing oj 5 
tal for 15,100 cu.ft. per secong 
water diverted by the compe ry from 4 
Niagara River. 

The commission, acting \inder , I 
requiring payment of a rental to ; 
state for the diverted water. annoypp 
hearings will start August 

Joseph M. Proskauer. « ounse] ; 
the power company, challenged 4 
constitutionality of the rental Jay. 
acted this year at the request of (, 
ernor Dewey, on the ground the wa 
power is the property of the compa 
Pending adjudication by the Cour 
Appeals of the question of cons 
tionality, Judge Proskauer conten 
the Water Power and Contro] Comp; 
sion should be enjoined from attemp 
to fix rentals. If the company pari 
pated in hearings leading to the fix 
of rentals, he added. it would le 
itself open to the risk of being \y 
to have acquiesced in the right of { 
state to charge rentals. 

Solicitor-General Orrin G. Jw 
questioned the right of the court to 
join the commission from fixing rent 
required by law. He said the comps 
would have ample opportunity to « 
in the courts its contention that 4 
law is invalid and that hearing: ofon 
month would not in any way hanger 
the company’s case. me 

an 
e ven 
The 
rted 


Boundary Switch a 
Creates Tax Probl’ 
Pps) 

A law passed by the 1943 IndagiBle. t 
Legislature which restored the | wn 
boundary between Decatur and Pegiie fir 
townships in Marion County, thus i ion 
ing the $8,000,000 Harding Street p. at t 
of the Indianapolis Power & Light GjPduce 


NG 


back in the former township. has be g pr 
upheld in the Indianapolis ( est 
Court. m | 


Residents of Perry township alleg@gger | 
the act was special legislation les a 
therefore unconstitutional. Othe 

The change in boundary gave | ie 
catur township the taxes from the pajmgoro 
—more than half the taxes paid by! mpa 
entire township. When Perry town@gjpaugu 
succeeded first in having the boun 2. T 
changed taxes in Decatur town grag 


¢ 2 
were tripled, 3. 
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\C'R Loses Jurisdiction 


Over Civilian Coal, Oil 


in fr 


ecommendation of home agency, WPB will not ration coal this 


yecr unless absolutely necessary in order to decrease stock- 
piles to minimum levels by March 31, 1945 


The Oihce of Civilian Requirements 
«i week lost its jurisdiction over civ- 
an requirements of petroleum and 


al as WPB received from the home 
nt agency a report recommending 
at coal stockpiles be gradually de- 
eased to reach minimum levels by 
arch 31, 1945. 

It was not immediately apparent 
ether there was any connection be- 
een the two moves, but WPB was 
ported to have decided, on the basis 
the report, not to ration coal this 
ar unless it becomes necessary 
rough further labor stoppages or 
her emergency. 


Ickes Has Control 


OCR’s indefinite authority over civ- 
an requirements of petroleum and 
bal were turned over to Interior Sec- 
tary Harold L. Ickes in his extra ca- 
scities as solid fuels co-ordinator and 
troleum administrator for war. It 
as reported that the transfer of au- 
ority by WPB Chairman Donald M. 
ison was made without prior knowl- 
tze of OCR Director Arthur White- 
le. Ickes’ demand for complete au- 
nomy was likened to that insisted 
on by Rubber Director William M. 
fers, who, when OCR was established 
me months ago, threatened to resign 
any jurisdiction over rubber was 
ven the new agency. 
The ideal stock liquidation, OCR as- 
rted, would leave bituminous stocks 
the war’s end at the lowest possible 
el consistent with protection against 
pply interruptions, It seems reason- 
le, the report went on. to draw stocks 
wn to this minimum by the close of 
e first quarter of 1945, with the stipu- 
tion that if the“war has not ended by 
at time, coal requirements will be 
duced by the institution of a ration- 
¢ program. The reduction would ease 
e strain on railroads, local distribu- 
m facilities and mine production, 
-R pointed out, and bituminous stock 
les are at the highest levels in history. 
Other OCR recommendations: 
|. That the government sponsor a 
gorous voluntary fuel conservation 
mpaign, which WPB has recently 
augurated. ® 
2. This year’s campaign for summer 
rage be supported by OCR. 
3. “In view of the growing difficulty 
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of coal production, transportation and 
local delivery,” the policy of free con- 
version from oil and gas be abandoned 
and whatever conversion policy exists 
be continuous review to determine avail- 
ability of fuels in various regions. 

4. No comprehensive zoning ,system 
be established, but plans be made to 
eliminate as much as practicable of the 
waste transportation of coal. 

5. A comprehensive plan be laid to 
determine the actual amounts of coal 
in the inventories of residential and 
commercial customers. 


Local Union Voted 
for Boston Edison 


Nineteen hundred out of about 2.400 
Boston Edison employees eligible to 
vote on the question cast their ballots 








AIR PREHEATER “M’—Rear Admiral 
Howard L. Vickery, vice-chairman of the 
U. S. Maritime Commission, awards a 
Maritime Merit Badge to R. M. Gates, 
president of the Air Preheater Corp., on 
the occasion of the award of the Mari- 
time “M” and Victory Fleet Flag to the 
company for its outstanding production 
achievement 


July 31, 1943 


in tue ratio of 1,246 to 654 last week 
in favor of retaining membership in 
the United Brotherhood of Edison 
Workers, local utility union, and against 
affiliating with the Utility Workers 
Organizing Committee of the CIO. In 
addition to the above tally, there were 
98 workers whose votes could not be 
included in the totals until a ruling 


has been obtained from the National . 


Labor Relations Board. 


WLB Offices Ask 
Utility Rate Policy 


Regional war labor boards have been 
required by the National Board to re- 
quire that public utilities state whether, 
in the event of a wage or salary in- 
crease, they will attempt to increase 
their own rates and charges. 

When utilities state that they intend 
to seek rate increases under such cir- 
cumstances, the National Board ordered, 
no wage or salary increase may become 
finally effective until it is approved by 
economic stabilizer Fred Vinson “or un- 
til the regional board is informed by 
the Office of Price Administration that 
such approval is not required since the 
wage or salary increase can be ab- 
sorbed.” 

Under Executive Order No. 9250, it 
is required that OPA be asked to study 
the effects of wage or salary increases 
in those cases in which a company in- 
dicates that it will use such an increase 
as the basis for requesting a price ad- 
vance. OPA is required to determine 
whether such wage boosts can be ab- 
sorbed without a corresponding price 
increase or whether a price adjustment 
will be required to maintain a proper 
profit margin. This finding is reported 
to Vinson to guide him in determining 
whether the wage boost is justified. 


Nisqually Payments 
Out of Earnings 


Introduction of an ordinance before 
Seattle City Council recently calling 
for appropriation from the light fund 
of $300,000 to be paid toward the cost 
of the $19,000,000 Nisqually power 
project will bring to $1,200,000 the 
total paid on the project directly out 
of earnings, according to utilities com- 
missioner R. D. O'Neil. 

Contemplated payments out of earn- 
ings, without necessity of bond issue, 
will reach $3,000,000 by the end of 
1944, he said, and in addition, the de- 
partment has paid out $150,000 toward 
bond retirement on the project. 
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Commission Engineers 
Hold Annual Meeting 


The 21st annual conference of state 
utility commission engineers was held 
at the Sherman Hotel in Chicago re- 
cently under the chairmanship of Wayne 
E. Limbocker of the State Corporation 
Commission of Kansas. Thirty engi- 
neers attended as representatives of 
20 states, the Province of Ontario, 
Canada, and the federal government. 
The bureau was represented by Richard 
L. Lloyd, assistant secretary of the 
conference. 


Subjects Discussed 


The following technical papers were 
presented and discussed during the two 
days of the conference: Kva. vs. Kvar. 
rates, Henry Hertz (New Jersey); the 
fuel clause in rate schedules of electric 
and gas utilities, E. Irvine Rudd (Con- 
necticut) ; discussion of fuel surcharges 
as applied to rates for gas and elec- 
tric service in New Hampshire, F. E. 
Mindt (New Hampshire) ; commission 
activities under war conditions, H. L. 
Gerrish (Maine); co-operative plan- 
ning between federal and state agen- 
cies, P. L. Holland (Maryland); the 
proper handling of fixed capital ad- 
justment accounts, L. F. Riis (New 
Hampshire); separation of telephone 
property revenue and expenses, .E. F. 
McNaughton (California) ; progress in 
New Hampshire, on continuing property 
records, L. F. Riis (New Hampshire) ; 
preparation and establishment of con- 
tinuing property records, O. S. Vogel 
(Georgia); development of original 
cost of utility plant, C. T. Mess (Cal- 
ifornia); utility tax problems, A. R. 
Colbert (Wisconsin). In addition a 
symposium on war regulation problems 
was arranged for the second day of the 
conference. 

The executive committee appointed 
a policy committee and a nominating 
committee consisting of the following 
members: Policy committee—F. E. 
Mindt, New Hampshire, chairman: C. 
E. Bryant, North Dakota: G. W. Clew- 
ley, Vermont; O. F. Foster, Ohio; 
Henry Hertz, New Jersey; O. S. Vogel, 
Georgia. Nominating committee—J. 
H. Mathews, Illinois, chairman; H. L. 
Gerrish, Maine; W. E. Limbocker, 
Kansas, ex officio: C. T. Mess, Califor- 
nia; E. I. Rudd, Connecticut; H. J. 
Wagner, West Virginia. 

The policy committee reported the 
following recommendations, which were 
unanimously adopted; (1) That the next 
meeting of the conference be held at 
Washington, D. C., if possible. under 
the auspices of the National Bureau 
of Standards; (2) that engineers of 
federal regulatory commissions be in- 
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vited to attend the next conference and 
(3) that the National Bureau of Stand- 
ards fulfill requests for papers only 





MEETINGS 


National Association of Railroad and Utilities 
Commissioners — War conference, Edgewater 
Beach Hotel, Chicago, Ill., September 14-16. 
Ben Smart, secretary, 7411-13 New Post Office 
Bldg., Washington, D. C. 


International Municipal Signal Association—War 
conference, Hotel Statler, Cleveland, Ohio, 
September 27-29. Irvin Schulsinger, secretary, 
8 East 4ist St., New York, N. 


American — th of Mechanical pablitlend saree 
+ meeting with Engineering Institute of Canada, 
Royal York Hotel, Toronto, Ont., Canada, Sep- 
tember 30-October 2. Annual meeting, Penn- 
sylvania Hotel, New York, N. Y., November 29- 
December 3. Ernest Hartford, executive assist- 
ant secretary, 27 West 39th St., New York, N. Y. 


National Safety Couneil—Conqress and exposi- 

tion, Sherman Hotel, Chicago, IIl., October 
5-7.. N. H. Dearborn, managing director, 20 
N. Wacker Drive, Chicago, Hi. 


National Electrical Contractors Association — 
Drake Hotel, Chicago, I1., Uctober 10-11. L. W. 
Davis, general manager, 633 Investment Bldg., 
ISth and K Sts., N.W., Washington, 


Electrochemical Society—Fal! meeting, Pennsyl- 
vania Hotel, New York, N. Y., October 13-16. 
Colin G. Fink, secretary, Columbia University, 
3000 Broadway, New York, N. Y. 


Pennsylvania Electric Association — Electrical 
equipment committee, Benjamin Franklin Hotel, 
Philadelphia, Pa., October 14-15. A. N. Shealy, 
chairman, Pennsylvania Water & Power Co., 
Lexington Bidg., Baltimore, Md. 

American Weldin Society—Annual meeting, 
Hotel Morrison, Chicago, IIl., week of October 
18. Miss M. M. Kelly, secretary, 29? West 39th 
St.. New York, N. Y. 


Engineers Council for Professional Development— 
Annual meeting, Engineering Societies Building, 
New York, N. Y., October 23. A. B. Parsons, 
secretary, 29 West 39th St. New York, N. Y. 


” Naficnal. al. Manutgcturer * Baspciation— 
Annual ee Waldo Astoria ‘otel, New 


York, N. Y., October 25-29. W. J. Donald, 
managing director, 155 E. 44th St., New York, 
eta 


Joint Fuels Conference—American Institute of 
Mining Engineers and American Society of 
Mechanical Engineers—Wm. Penn Hotel, Pitts- 
burg, Pa., October 28-29. T. E. Purcell, chair- 
man, Duquesne Light Company, 435 Sixth Ave., 
Pittsburgh, Pa. 


Previously Listed 


International Association of Electrical Inspectors 
—Northwestern section, New Washington Hotel, 
Seattle, Wash., August 26-27: F. D. Weber, 
secretary, P. O. Box 70, Portland Ore. South- 
western section, Los Angeles, Calif., week of 
August 30; H. L. Gerber, secretary, Room 205, 
City Hall, San Francisco, Calif. Western sec- 


tion, LaSalle Hotel, Chicago, Ill., September 
13-15; F. H. Moore, secretary, 320 N. Meridian 
St., Indianapolis, Ind. Eastern section, New 


York, N. Y., week of September 20: F. N. M. 
Sauires, secretary, 85 John St., New York, N. Y. 
Southern section, Roosevelt Hotel, New Or- 
leans, La., September 27-29: C. M. Jones, 
secretary, 307 Trust Co. of Georgia Bidg., 
Atlanta, Ga. 

American Institute of Electrical Engineers—Na- 
tional technical meeting, Salt Lake City, Utah, 
September 2-4. H. H. Henline, national secre- 
tary, 33 W. 39th St., New York, NW; vs 

Municipal Electric Utilities Association of New 
York State—Annual conference, Lake Placid 
Ciub, Lake Placid, N. Y., Septernber 15-17. T. J. 
McKee secretary, 200-212 East Third St., James- 
town, N. 


lnternetices! Association of Electrical Leagues— 


Annu al conference, Netherland Plaza Hotel 
ncinnati, Ohio, September 16-17. O. C. Smalt 
secretary, 155 East 44th Street, New York, N. Y. 


et eee Association — Annu al meet- 


ng and sine Penn Hote 





Pittsburgh, Pa 6 A. B. Miller 
snaging ; Bldg., Harris 
burg, Pa. 

Association of Iron and Steel Engineers—Annual 
r neering Wr _ Penn riote Pittsbur gn Pa Sep 
ber 22 30 Brant WV ey managing elie 

Empire Bidg., Pittsburgh, Pa. 
















































from engineers or other suitable epr,, 
sentative of a commission whic) hy 
been invited to attend the conf; -ency 


Committees Elected 


On recommendation of the no ning. 
ing committee, the following cv mmi. 
tees were elected for the next confer. 
ence; Executive committee—C. Raj. 
ford Berry, Pennsylvania, chai. map. 
O. S. Vogel, Georgia, vice-chai nap. 
A. E. Davison, Ontario;  Warrey 
Oakey, Wisconsin; E. C. Crittendep, 
National Bureau of Standards, sec etary 
(assisted by Richard L. Lloyd. N:tiona| 
Bureau of Standards). Program com. 
mittee—O. F. Foster, Ohio, chairman: 
C. E. Bryant, North Dakota; H. fF 
Abbett, Indiana; W. Kemp Walker. 
Oklahoma. 


Post-War Plans 
Occupy Northwest 


(See front cover) 


Emphasis on post-war planning for 
its next year’s program was advocated 
at the 36th annual meeting of the 
Northwest Electric Light and Power 
Association in Portland, July 14. The 
idea was first expressed in the report 
of George T. Bragg, president, and 
amplified in other reports and discus- 
sions throughout the meeting. Ways 
and means of effectively organizing 
electrical industry co-operation with 
other business and industrial groups 
for maintaining a high level of em- 
ployment and business activity after 
the war will be left to the newly elect- 
ed officers and incoming Executive 
committee. 

J. A. Hale, vice-president Utah Pow- 
er & Light Co., Salt Lake City, was 
elected president for the coming year. 
with Z. E. Merrill, president Mountain 
States Power Co., Albany, Ore., as 
vice-president. 

Vice-presidents elected for each state 
were: Idaho, Ralph E. Gale, Idaho 
Power Co.; Montana, M. E. Buck, Mon- 
tana Power Co.; Oregon, James H. 
Polhemus, Portland General Electric 
Co.; Utah, W. A. Huckins, Utah Power 
& Light Co.; Washington, C. Patrick 
Johnson, Puget Sound Power & Light 
Co.; and for the province of Britis) 
Columbia, E. H. Adams, B. C. Electr. 
Railway Co. 

Two new honorary life members!iip- 
were voted, the first since 1938: Lewis 
A. McArthur, vice-president Pacifi 
Power & Light Co., Portland, and Dean 
R. H. Dearborn of the school of engi- 
neering, Oregon State College, Corval- 


lis. 
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SMOKELESS CHIMNE} 
Coulee Dam was onc 
now heated by electri: 


NAVAL VISIT—Rear Admiral Clark H. Woodward, USN, retired, inspects a turbine rotor in one 

of General Electric's shops during a recent visit. L. to r., C. H. Lang, G. E. vice-president: Robert 

McNary, assistant superintendent turbine department; Admiral Woodward, William Pruessman, 
assistant superintendent, and Capt. J. S. Evans, USN, inspector of naval materials at G. E. 


LONG SERVICE RECOGNIZED — 
Frank C. Phinney (right), head of 
the direct-current division of Bos- 
ton Edison’s production depart- 
ment, retires after 46 years’ serv- 
ice with the Boston utility. re- 
ceiving from Joseph Gilbert of 
the Scotia Street substation two 
$100 U. S. War Bonds on behalf 
of many fellow workers as a trib- 
<— ute of friendship 
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INDUSTRIAL IN- 
SPECTION UNIT— 
Two small 6-watt 
daylight fluorescent 
lamps and a mag- 
nifying lens are es- 
sential elements of 
this new industrial 
parts inspection 
unit, displayed at 
the new quarters 
of the Chicago 
Lighting Institute, 
in Commonwealth 
Edison Co.'s loop 
store. Special de- 
sign features of the 
device, which de- 
velops 100 foot-can- 
dies on the inspect- 
ed parts, prevent 
light from shining 
in the inspector's 
eyes 





st office building in 
But the building is 


@ used as a conduit 


FPC STAFF IN ACTION—On the occasion of the recent signing of the Claytor River hydro license the 

Federal Power Commission staff were snapped in action. Chairman Leland Olds is signing. Standing, 

left to right: Commissioner John W. Scott, Fred D. Eradford of FPC’s Bureau of Water Power: Vice-Chair- 

man Basil Manly, Willard W. Gatchell, FPC attorney: Roger B. McWhorter, FPC chief engineer; Com- 
missioner Claude L. Draper and Commissioner Clyde L. Seavey 





Hi itt aA WOMAN WELDING CHAMP—Winner of the first national women’s arc-welding championship, held recently, 
was Vera Anderson of Ingalls Shipyard, Pascagoula, Miss., who defeated Mrs. Hermina Strmiska of Kaiser's 
Oregon Shipbuilding Co. in Portland. She is shown, left, in the vertical test and, at right, with her super- 

intendent, W. B. Bowen. (Photo courtesy Lincoln Electric Co.) 
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KAISER TRANSFORMERS—tThis bank of six transformers at the Kaiser Co. steel mill near Fontana, Calif., 
takes power from the Southern California Edison's lines at 69,000 volts and steps it down to 6,900 volts. 
Air-blast equipment is being installed that will increase the rating of each transformer from 3,333 
kva. to 4,440 kva. Total installation will also include two three-phase air-blast-cooled transformers, each 
of which will deliver a continuous rating of 6,666 kva. 
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MORE KILOWATTHOURS FOR VICTORY 





TRANSFORMER CAPACITY 
INCREASED 70% 


~.. by addition of oil-to-water heat exchangers 


Like many other power companies, a 
Southern utility had pushed its existing equip- 
ment to the limit and still needed more 
capacity to meet increasing war loads. When 
increased capacity was needed for an im- 
portant bank of transformers, air blast equip- 
ment was considered. This would have in- 
creased capacity 3314%. Good, but not 
good enough. 

Working with Westinghouse engineers, it 
was decided to employ a novel method for 
transformer cooling—oil-to-water heat ex- 
change. Results were more than justified. 

The oil-to-water heat exchanger, designed 
and built by Westinghouse, increased trans- 
former capacity 70%. The rating of each 
transformer jumped from 5000 kv-a to 
8500 kv-a. 





' The cost was low per kv-a-—far less than 
new transformers. And equally important— 
critical materials were conserved. 

This is one example of how utility 
engineers and Westinghouse engineers are 
co-operating to meet urgent power demands. 
New capacity may be required but, as in 
this case, old equipment can often be made 
to do the job. If you have a problem of in- 
creasing capacity, call Westinghouse. You'll 
get immediate co-operation. Westinghouse 
Electric & Manufacturing Company, East 
Pittsburgh, Pa. 1.97072 


@ Westinghouse 
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Week's Output 
Moves Up Again 


Tic output curve inched upward 
for the latest week to set another 


agall : 
new record for the industry. The 
amount of electrical energy distributed 
hy the light and power industry for 


the week ended July 24 totaled 4,196,- 
357.000 kw.-hr., compared to 4,184.- 
143.000 kw.-hr. the week previous and 
3.919.398,000 kw.-hr. for the week 
ended July 10. Figures for the latest 
week represent an increase of 15.7 
percent over the corresponding week 


in 1942. 
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Only one of the major geographic 3.8 
sections of the country showed a gain 
over the preceding week as compared 
to the 1942 figures—the Central Indus- 3.7 
trial region, which jumped slightly ’ 
fom a 13.0 gain to a 13.6 percent 
gain. The Pacific Coast region contin- 3.6 
yed to lead the country in increases 
over the 1942 figures, but last week this 
region, too, dropped from a 23.4 per- 3.5 
cent gain to a 20.6 percent increase. 
Sharpest drop forthe week was regis- 
tered by the Southern States, which 3.4 
went from a 22.0 gain to a 17.6 percent 
increase. 
“ 
Weekly Output, Million Kw.-Hr. T 3.3 
943 1942 1941 i 
July 24 4,196 July 25 3,625 July 26 3,220 ° 
July 17 4,184 July 18 3.565 July 19 3.199 3 
july 10 3,919 July JL 3,429. July 12 3,178 3.2 
july 3 4,110 July 4 3424 July 5 2901 X 
June 26 4,120 June 27 3,457 June 28 3,157 
June 19 4,098 June 20 3,434 June 2! 3,09) 
June 12 4,040 June 13 3,463 June 14 3,10! oO 
june 5 3,926 June 6 3,372 June 7 3,076 3.1 
May 29 3,990 May 30 3,322 May 31! 2,955 
May 22 3,992 May 23 3,380 May 24 3,040 c 
‘Percent Change from Previous Year Oo 
Week Ending = 3.0 
ica = 
- duly 24 July 17 July 10 oO 
New England . + 9.3 +113 —08 
Mid-Atlantic ig iale > als: +19.0 -+-12.0 2 9 
Central Industrial ...... +13.6 +13.0 + 9.1 . 
West Central : +12.3 +13.5 + 8.2 
Southern States . +17. +22.0 +18.7 
Rocky Mountain -. +10.2 +H1.1 +11.1 
Pacific Coast , +20.6 +23.4 +19.5 28 f 3 ™ er 
Total United States.. +15.7 +174 414.3 : oo M A M oo eee ae oN: 





Start Drive on 
Off-Job Accidents 


Last year 47,500 working men and 
women lost their lives accidentally in 
the United States. Of the 47,500, a total 
of 18.500 were killed while at work; the 
other 29,000 workers died from acci- 
dents which took place off the job. In 
addition, 90,000 workers were perman- 
ently disabled through off-the-job acci- 
dents and 2,300,000 workers were tem- 
porarily kept from their jobs because 
of off-the-job accidents. The whole toll 
adds up to 270,000,000 man-days $f 
labor lost to industry. 

These figures were given out recently 
oy the National Safety Council to high- 
light its latest drive—the cutting of 
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accident frequency rates among work- 
ers in their homes, on streets and high- 
ways and in public places. 

The council points out that since 1926 
American industry as a whole has 
achieved a reduction in accident fre- 
quency rate of 65 percent, in severity 
rate of 50 percent—for workers on the 
job, Some industries have even attained 
reductions of 80 to 90 percent. To bring 
about a comparable record in the reduc- 
tion of fatalities for workers outside the 
plant the council has created a special 
“Off-the-Job Safety Committee” to col- 
lect, interpret and make available to 
industry as much pertinent data and 
promotional material on the off-the-job 
accidents as could be assembled. Post- 
ers, leaflets, articles and slide-films on 
the subject have been prepared and 
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are now available from the National 
Safety Council’s headquarters at 20 
North Wacker Drive, Chicago 6, Ill. 


Stockholders Approve 
South Carolina Merger 


Merger of Lexington Water Power 
Co. into South Carolina Electric & Gas 
Co. and the issuance and sale of $20.- 
000.000 in bonds to liquidate existing 
bond and debenture indebtedness of 
the two concerns was approved at a re- 
cent meeting of the stockholders. Bids 
for purchase of the bond issue were 
opened in New York July 26, according 
to Norman Coit. president. 
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A. B. Campbell Joins Staff 
of Hughes Brothers 


Allan B. Campbell, formerly con- 
nected with the Edison Electric Insti- 
tute, has joined Hughes Brothers of 
Seward, Neb.. manufacturer of trans- 
mission and distribution material. Mr. 





Campbell’s headquarters will be in 
New York. 

Following graduation from the Uni- 
versity of Illinois as an electrical en- 
gineer. Mr. Campbell was employed in 
the Middle West and Southwest in 
electrical manufacturing, telephone 
construction and operation, and later 
became identified with the Iowa State 
Commerce Commission as electrical 
engineer. 

In 1924 he entered the engineering 
department of the National Electric 
Light Association, and remained there 
and with the Edison Electric Institute 
continuously until his recent connec- 
tion with Hughes Brothers. During this 
period Mr. Campbell devoted his atten- 
tion primarily to transmission and dis- 
tribution questions and the two prin- 
cipal electrical codes—the National 
Electrical Safety Code and the National 
Electrical Code. He also gave special 
attention to accident prevention work 
and related subjects. 

At the time of his resignation Mr. 
Campbell was secretary of two E.E.I. 
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EWS ABOUT PEOPLE 


_committees, the transmission and dis- 
tribution committee and the accident 
prevention committee. He is a fellow of 
the American Institute of Electrical 
Engineers and a member of the Na- 
tional Safety Council, American Wood 
Preservers Association and of the elec- 
trical committee of the National Fire 
Protection Association. 


Staff Changes Announced 
by Boston Edison Co. 


John A. Darling. chief of electrical 
operations in the electrical section of 
the Boston Edison production depart- 
ment, has been named assistant super- 
intendent of that department. With 
George C. Eaton, whose appointment 
as assistant superintendent has been 
previously noted, he will report to 
H. W. H. Wellington, superintendent 
of production, headquarters being at 
39 Boylston Street, Boston. Mr. Darl- 
ing joined the company 42 years ago. 
He is a past-chairman of the New Eng- 
land System Operators Club. 

Henry L. KX. Kurth. for many years 
assistant chief of electrical operations 
in Boston Edison’s production depart- 
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ment, and who has been with the com. 
pany since 1922, has been apy: inte; 
chief of electrical operations, su: cee). 
ing John A. Darling. Andrew E. ran, 
who has been with Boston Edisv, {o, 
about 36 years, including many yea; 
as an engineer in the technical dj jisioy 
of the production department, has beep 
appointed assistant chief of ele: ‘rica| 
operations, Arthur W. Fergus n, , 
Boston University engineering ¢ rady. 
ate of 1922, who entered Boston } (isop 
service in that year, and who has beep 
in the industrial relations deparimen 
for a long period, has been app. inted 
production training engineer. 


> Kinsey M. Ropinson, president of 
the Washington Water Power Co.. has 
been named district chairman of thy 
national committee for economic de. 
velopment, according to word from thy 
regional committee for the Pacify 
Coast. The national committee is under 
the chairmanship of Paul G. Hofiman 
Studebaker Corp. 


PO. M. Kent, Minnesota Power hy 
Light Co., has been appointed deputy 
regional director of the Smaller War 
Plants Corporation with headquarter: 
in Minneapolis. He will work ‘on ma 
terial and contract problems of dis 
tressed industrial plants in Minnesots 
and the Dakotas. 


> Hersert A. WAGNER has recently re- 
signed as a member and chairman 0! 
the board of Consolidated Gas. Electr 
Light & Power Co. of Baltimore be 
cause of the condition of his healt! 
Cuartes M. Conn, president of th: 
company, was elected chairman of th: 
board in addition to being president 
Mr. Wagner had been with the com: 
pany for 35 years, during most « 
which he served as its president. H: 
was first elected president in 1915 
and from 1939 to 1942 he was presides! 
and chairman of the board. He 

signed the presidency in 1942, contin 
ing as chairman of the board. At tha’ 
time he was succeeded as president |) 
Mr. Cohn, who since 1931 had bee 
executive vice-president, and who now 
succeeds him as chairman of the board 
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M.thews Succeeds Crow- 
ley as Standard Gas Head 





The board of directors of Standard 
Gas & Electric Co., at a meeting held 
in Chicago. selected George C. Math- 
ews, official of two subsidiary utility 
companies and former member of* the 
Securities and Exchange Commission, 
to assist with the administrative activi- 
ties of the company as a vice-president 
during the absence of Leo T. Crowley. 
newly appointed head of the Office of 
Economic Warfare. 

Mr. Mathews brings to his new office 
of administrative officer of the Stand- 
ard Gas & Electric Co. system a long 
and varied experience in utility affairs, 
particularly in the regulatory field. 
Upon joining the Standard Gas System 
in 1940. Mr. Mathews went with the 
Northern States Power Co., but when 
that company last year ceased to be a 
subsidiary of Standard Gas he left 
Northern States to become vice-presi- 
dent of the Public Utility Engineering 
& Service Corp.. subsidiary service or- 
ganization of the Standard Gas sys- 
tem. 

He was appointed to the Securities 
and Exchange Commission on its for- 
mation in 1934. leaving the board in 
1940 to join Standard Gas. Over a 
period of years te was employed by 
the Public Service Commission of Wis- 
consin and its predecessor, in charge 
of the public utility rates and accounts, 
and during part of the period in charge 
of the administration of the Wisconsin 
blue sky law. In 1933 he was appointed 
vice-president of the Middle West Utili- 
ties Co., from which position he went 
to Washington as a member of the 
Federal Trade Commission, which was 
then charged with the administration 
of the Securities Act. 

Mr. Crowley relinquished his posts 
as chairman and president of Standard 
Gas, but on a leave of absence basis. 


ELECTRICAL WORLD e 


Jais 21; 





> Ratpuw J. Corpiner has been named 
assistant to the president of the Gen- 
eral Electric Co. He resigned in June 
as vice-chairman of the War Production 
Board. Before joining WPB Mr. Cor- 
diner was president of Schick, Inc., 
and previously had been a General 
Electric executive. 


> Haroip F. Smippy. formerly head of 
the operating section of Ebasco Serv- 
ices, Inc., has been appointed manager 
of the New York office of Booz, Allen 
& Hamilton, management engineers of 


Chicago and New York. 


Albright Made Controller 
of Detroit Edison Co. 


Arthur S. Albright was appointed 
controller of the Detroit Edison Co. at 
the July meeting of the board of direc- 
tors. Mr. Albright has been an em- 
ployee of the company since 1912. His 
appointment fills the vacancy caused 
by the death of the former controller, 
Harry A. Snow. 

“Mr. Albright has had administra- 
tive and executive experience in our 
company for many years,” Alfred C. 


Marshall, president, said in announc- 
ing the appointment, “first as engineer 
in our statistical department, then as 
superintendent of the meter depart- 





ment, and recently as acting chief of 
research.” 

Mr. Albright received his engineer- 
ing education at Ohio State University. 
He is the author of several papers in 
the field of measurement and metering 
and holds membership in the American 
Institute of Electrical Enginers and the 
Engineering Society of Detroit. 

Mr. Marshall also announced the ap- 
pointment as assistant secretaries of 
Stewart L. Ferguson, property engi- 
neer, and Dewey C. Daubmeyer. super- 
visor of customer’s accounts and ma- 
chine accounting service. 
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> FrepertcK S. FREEMAN, superinten- 
dent of power for the Boston Elevated 
Railway since 1919, died at Brookline, 
Mass., on July 17, in his sixty-third 
year. Early in his career he was em- 
ployed by the Boston Edison Co., by 
rapid transit systems in New York and 
Brooklyn, and for a time was chief 
engineer of the Alpha Portland Cement 
Co. in Pennsylvania. He joined the 
Boston Elevated in 1907 as an electrical 
engineer and became chief engineer of 
power operations in 1913. 


> Georce A. GALLINGER, a vice-presi- 
dent of Ingersoll-Rand Co., died on 
July 19 at his summer home at Cape 
Vincent, N. Y.. of a cerebral hemor- 
rhage, at the age of 64. Mr. Gallinger 
joined the pneumatic tool division of 
the Ingersoll-Rand Co. 35 years ago. 
At the time of his death he was vice- 
president in charge of the company’s 
railway equipment department. 


> Cuartes E. Fietrcuer, Sierra Pacific 
Power Co., Reno, Nev., died suddenly. 
of heart ailment. on June 26. He had 
been with the company since 1916, 
when he became line foreman. Prior 
to that he served as electrical engineer 
on various mining properties in Nevada, 
Chile and Guatemala. In 1934 he be- 
came superintendent of Sierra Pacific, 
which position he held at the time of 
his death. 


> Grorce WALMER, who was associated 
with the Garfield Manufacturing Co., 
Garfield, N. J.. in a sales and engineer- 
ing capacity for the past 24 years. died 
on July 18. after an illness of about four 
months. Born in Scotland. Mr. Walker 
came to this country 40 years ago and 
had resided in Passaic. N. J.. since that 
time. He served in the U. S. Navy 


during World War I. 


> Josepn X. MATHIEU, veteran mechan- 
ical designer and consultant who had 
been employed at the Pittsfield. Mass., 
works of General Electric for the past 
32 years, died recently in that city, after 
a brief illness. He was born in Alsace 
and was an important factor in the art 
of transformer design, particularly in 
the development of load ratio control 
mechanisms. Commenting on the value 
of Mr. Mathieu’s services to the com- 
pany. F. F. Brand, assistant to the man- 
ager in charge of engineering. said that 
“although Mr. Mathieu was supposed to 
retire at age 70 in 1941, he was retained 
for over a year, and even in July, 1942, 
when he was officially retired, he was 
immediately re-engaged in a consulting 
capacity and served until two days be- 
fore his death.” 
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G.E. Checks Holders 
on Post-War Units 


General Electric stockholders have 
been asked by the company to give ad- 
vice on the subject of post-war electri- 
cal appliances and services for the 
home. 

Accompanying the 184th dividend 
mailed to more than 225,000 common 
stockholders was an illustrated ques- 
tionnaire seeking reaction to ideas of 
designers and engineers on suggested 
improvements in electric refrigerators. 
ranges, kitéhen layout, laundry equip- 
ment, air conditioning, and small ap- 
pliances. Replies from stockholders 
will be correlated and referred back 
to engineers and’ commercial man- 
agers for their guidance. Among the 
suggested changes is a round refrigera- 
tor with revolving instead of sliding 
shelves, a refrigerator with a large 
frozen food compartment, and quick- 
freezing cabinets. 

“The important thing, it seems to 
us, is to see that we give wider dis- 
tribution to the things we have, that 
we put down in the homes of all in- 
come groups the high-quality electrical 
equipment that will enable people. 
many for the first time, to live effi- 
ciently and economically and happily.” 
said Gerard Swope, president. “Our 
big job is more goods for more people 
at less cost.” 


Plants Awarded "E” 


Among the plants which recently 
were awarded the Army-Navy “E” 
are the following: The Wiremold Co.. 
West Hartford. Conn.; Corning Glass 
Works, Charleroi, Pa.; National Car- 
bon Co., Inc.. Niagara Falls. The 
Navy Board for Production Awards 
has granted a renewal of the “E” to 
the Augusta, Ga.., 
& Wilcox Co. 


works of Babcock 


The Army-Navy “E” 
recently to the General Electric Plastics 


was presented 


division. Pittsfield. Mass. General 
Radio Co.. Cambridge. Mass.. has been 


awarded a star for its “E” pennant. 
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ANUFACTURING-MARKETS 


A new war plant, in production less 
than a year, but already producing ship 
propulsion machinery, received the 
Maritime Commission’s “M” pennant in 
Philadelphia. This award went to the 
merchant marine division of the West- 
inghouse Electric & Manufacturing Co. 


Manufacturers Make 
Sales Assignments 


Electrical manufacturing companies 
have recently made the following ap- 
pointments to their sales staff: 


Graybar Electric Co., has named W. H. 
MacCrellish district manager at Boston 
to succeed Charles S. Powell, who has 
assumed new duties in New York. Mr. 
MacCrellish is district manager at Cin- 
cinnati. The new district manager at Cin- 
cinnati will be A. D. Hammond, formerly 
manager at Birmingham. Douglas Wal- 
lace, now sales manager of the communi- 
cations and merchandising departments at 
New York headquarters, will become dis- 








FLAG-RAISING—Electromaster, Inc., of 

Detroit has just received its second Army- 

Navy “E” award for continued excellence 

in production of heavy-duty electric cook- 

ing equipment and incendiary bombs. 

Gera'd Hulett, vice-president, supervises 
the flag raising 
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trict manager of Pittsburgh on Septe her 
1. A. R. Loughborough, now district gp. 
ager at Pittsburgh, will retire on D; -¢p. 
ber 31, after 39 years of outsanding ery. N 
ice. Until that time Mr. Loughbo: ug) fact 
will act in a consulting capacity at ° jtts. b 
burgh. The changes will become effe tive 
August 15. 


move 
of \ 
Cochrane Corp., Philadelphia, ha pile 
nounced the appointment as flow Dom 
representative of Roy L. Stone with « 
in the Commerce Building, Rochest-r 4 
and 295 Hartford Avenue, Kenmore. 17. 
Buffalo (under V. J. Williams). 


The Silex Co., Hartford, Conn., has es. 
tablished an eastern division sales fice 
at 300 Fourth Avenue, New York. Wiliam 
S. Cary, for nine years New York dis. 
trict manager, has been named assistant to 
the vice-president in charge of the eastern 
sales division. The company has also es. 
tablished a western division sales office 
at 14-109 Merchandise Mart Building, Chi. 
cago, Ill. Walter S. Wormser, assistant 
to the vice-president, has been placed in 
charge of the western sales division, mak. 
ing his headquarters in Chicago. 


Gould Storage Battery Corp., Depew, 
N. Y., has appointed C, A. Walker sales 
engineer in the Birmingham, Ala., terri- 
tory, with headquarters at 649 Fulton Ave- 
nue, W. E. 





Manufacturers Issue ELEC 
Earnings Reports §°"" 


Cutler-Hammer, Inc., in a report for to 3. 
the six months ended June 30, subject in A 
to renegotiation of government con- In 
tracts, -liows a net profit of $1,154,000 chine 
after charges and federal taxes, equal ward 
to $1.75 a share on the 659,998 shares n \ 
of capital stock. This compares with May. 
an adjuste i net profit of $952,632, or rt 
$1.44 a share, for the first half of 1942. the 

Among the other companies recently vente 
issuing profits statements are the fol- reac! 
lowing: 

Sytvania Evectric Propucts, Ivc.—Six 
months to June 30, net income $728,971 
after taxes and charges, equal, after pre- 
ferred dividend requirements, tu 81 ceat- 
each on the 854,474 shares of common 
stock outstanding, compared with $483.062. 
or 79 cents each on the 514,368 common 
shares outstanding, in the 1942 period. 

SuPERHEATER Co.—Exclusive of Cana- 
dian afhliate, six months to June 30, net 
profit, $834,532, after a provision of $1. 
249,000 for federal income and_ exces: 
profits taxes, compared with $520,797 in the 
first half of last year, when taxes were 
$915,600. 

Wortuincton Pump & Macninery 
Corp.—Including domestic subsidiaries. 
six months to June 30, net profit, after 
$10,383,288 provision for federal income 
and excess profits taxes, $1,814,887, equal. 
after preferred dividend requirements, to 
$5.47 a share on commun stock. This con 
pares with $1,388,877, or $3.96 a common 
share, after $5,379,310 taxes, for first halt 
of 1942. Sales billed in this year’s period 
approximated $75,000,000 against slightly 
less than $41.000.000 for first six months 
last year. Company states that its backlog 
of orders continues at record levels. 
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Oriers, Shipments 
in May Decline 


Ney orders received by manu- 
ers of electrical machinery 
move downward during the month 
of May, according to the index com- 
piled by the Bureau of Foreign and 
Dom stic Commerce. The index fell 


fact 
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ELECTRICAL MACHINERY INDICES of 
Bureau of Foreign and Domestic Commerce 


0 325, compared with 406 (revised) 
in April and with 648 in May. 1942. 
Index of the value of electrical ma- 
chinery shipments also turned down- 
ward from 450 (revised) in April to 416 
n May. This compares with 270 in 
May. 1942. 

The unbroken upward movement in 
the value of electrical machinery in- 
ventories continued. during May, 
reaching 354.6. comparing with 350.4 

April and 270.0 in May, 1942. 


Hoover Vacuum to Offer 
Common Stock to Public 


Ownership by the public of shares of 
the Hoover Co., manufacturer of vac- 
ium cleaners, North Canton, Ohio, will 
ecome possible for the first time as a 
result of a proposed public offering of 
shout 100,000 common shares. 

The company has filed a registration 
statement with the Securities and Ex- 
hange Commission, covering 20.206 
shares of 44% percent cumulative pre- 
ferred stock of $100 par value and 
110.000 common shares. The preferred 
‘new stock and is to be offered to 
holders of presently outstanding 6 per- 
ent preferred, while the common al- 
ready is outstanding and is to be sold 
for account of certain large holders. 
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Field Reports on Business 


Substantial orders are being placed for special military electrical control appa- 


ratus of high sensitivity. Demand for sizable quantities of ship cable is a fea- 
ture of the electrical market. Retail sales continue on the upward trend 


throughout the country. 


NEW ENGLAND 


Special military electrical control appa- 
ratus of very high sensitivity and meeting 
most exacting requirements in precision is 
being rushed to manufacturers of com- 
munication and heating equipment here. 
Orders feature high dollar values rather 
than large lots. One manufacturer quoted 
on an order consisting of more than 400 
small safety switches, another schedule in- 
cluded a large number of multiple plug-in 
units; a manufacturer of heating units has 
bid on 500 portable electric bakers and a 
group of radiant type heaters. Electric 
Blower Co., Boston, has bid on 300 high- 
velocity blowers for naval installation. 

Harvey Radio Laboratories Inc., Cam- 
bridge, Mass., is enlarging its factory, and 
the modernization of the Houghton & Dut- 
ton Building, Boston, to be occupied by 
government offices, will utilize 28.000 ft. of 
Wiremold conduit. 

The DPC has negotiated a $2.000.000 
contract with Bell Aircraft Corporation 
for taking over and making available for 
war production more than 250,000 sq.ft. 
of floor space in the Queen City cotton 
mill at Burlington, Vt. The extension of 
runways at a Connecticut air port should 
carry with it lighting installations to cost 
more than $500,000. The construction will 
be handled by Carlo Bianchi & Co., Fram- 
ingham, Mass. 


CHICAGO 


Building permits issued in June by 181 
I}linois cities totaled 2,412 with an esti- 
mated valuation of $2,408,155. This is 
an increase of 11 percent in the number 
of permits issued but a decrease of 14 per- 
cent in estimated valuation above 1942, 
according to the state department of labor. 
All three classifications—residential, non- 
residential; additions, alterations and re- 
pairs—showed a decrease when compared 
with June, 1942, it was reported. In the 
first six months of 1943 a total of 9.443 
permits were issued having an estimated 
cost of $3,599,332. compared with 14.880 
permits at an estimated cost of $47,230,- 
125 for the first six months of 1942. 

Volume of military contracts awarded in 
the Chicago area soon will reach 7 billion 
dollars. according to the Chicago Associa- 
tion of Commerce. 

Western Electric and American Auto- 
matic Electric Sales last week received 
contracts of undisclosed amounts for “sig- 
nal supplies” from the Marine Corps. Vic- 
tor J. Andrews received its first war con- 
tract last week for “radio cable.” Amount 
of the contract was not disclosed. Edison 
General Electric Appliance Co. (Hotpoint) 
was awarded a contract for “heating ele- 
ments” by the Veterans’ Bureau. 

There was little significant change dur- 
ing June in electrical contracting activity 
as indicated by the number of electrical 
permits issued. During the month 2.022 
additional outlets were installed and 3,554 
convenience outlets added. according to 
the office of the Electrical Inspector, Chi- 
cago, 
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PACIFIC COAST 


Floating drydocks have been a com- 
paratively new source of electrical volume 
for Pacific Coast wholesalers. Many are 
being built largely for overseas service and 
sizeable quantities of ship cable and Navy 
9-S items are the chief electrical items. 
Washington, Oregon and California to- 
gether total 14 percent of all U. S. war 
contracts, their share exceeding $14,000,- 
000,000. California has received 21.3 percent 
of all aircraft and 16.7 percent of all 
shipping awards. However, California 
manufacturing employment recently regis- 
tered a slight decline though still being 
40 percent above corresponding figure in 
1942. 


Cochise County, Arizona, has received 


one of the rare awards for REA construc-. 


tion, the amount being $345,000 to cover 
170 miles of distribution lines, serving 
1,038 members and rehabilitation of exist- 
ing plants in the area. A new flock of 
housing jobs has followed the recent $400,- 
000,000 appropriation. They include 
1,640-family dwelling units for Alameda 
and 1,000-family units, costing $2,000,000 
at Rodeo, the latter having been trans- 
ferred from nearby Vallejo. Privatelv 
owned construction is featured by 109 
homes at $5,500 each in Portland. 

Industrial developments are featured by 
a projected $4,000,000 plant for recovering 
aluminum by clay process to be installed 
by Columbia Metals Co. on Columbia 
River and also cover an RFC plant for 
1.000 tons of molybdenum per day near 
Tonopah, Nev.; ad4itions to Lockheed Air- 
craft factory, a chrome milling plant at 
Merlin, Ore., and copper expansion near 
Christmas. Ariz. WPB has set up its first 
steel warehouse section for purpose of ex- 
pediting deliveries in Bay area. 


NEW YORK 


Civil engineering construction in  con- 
tinental U. S. totaled $48,969,000 for the 
week. This volume, not including the 
construction by military combat engineers, 
American contracts outside the country, 
and shipbuilding, is 53 percent below a 
week ago and 67 below the corresponding 
1942 week, as reported by Engineering 
Vews-Record. Private construction is 63 
percent below last week and 54 percent 
below the 1942 week. Public construction 
is 51 percent below last week and 67 ner- 
cent below the same week last vear. The 
week’s construction brings 1943 volume to 
$2.021.386.000. an average of $69.703.000 
for each of the 29 weeks. On the weekly 
average basis. 1943 construction is 63 per- 
cent below the $5,847.020.000 for the 30- 
week period last vear. 

Sales of department stores in the Metro- 
politan area showed an increase of 1] per- 
cent last week over the comparative 1942 
week, according to the report issued by the 
Federal Reserve Bank of New York. The 
gain is the same as that reported for the 
preceding week. Department store sales 
on a country-wide basis were up 20 percent 
for the week ended July 17, compared with 
the similar week a year ago. 
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SEC DECISIONS—HEARINGS 





The Securities and Exchange Com- 
mission, in a series of orders issued 
recently: 


APPROVED TWO APPLICATIONS of Inter- 
state Power Co. of Delaware, subsidiary of 
Ogden Corp., looking toward corporate 
simplification of that company. The first 
transaction provides for the purchase by 
Interstate from nine individuals of 60 
common shares of Eastern Iowa Electric 
Co. for $1,572 a share, or a total of $94,320, 
comprising all the outstanding securities 
of Eastern Iowa, other than 90 shares of 
common already held by Interstate. Follow- 
ing the transaction, Eastern Iowa will be 
dissolved. In the second transaction, Inter- 
state Power will sell to the Otter Tail 
Power Co. its interest in the Interstate 
Power Co. of North Dakota, for $125,000 
cash. Otter Tail will merge the acquired 
company into itself, 


GRANTED APPLICATION of International 
Utilities Corp. to invite tenders on $600,000 
face amount of collateral trust bonds, 64 
percent series, of its subsidiary Dominion 
Gas & Electric Co. The offer will expire on 
Dec. 15, 1943, or on the date Dominion 
calls the bonds for redemption, whichever 
is earlier. 


ExempTep Italian Superpower Corp. from 
filing reports until six months after termin- 
ation of the war between the United States 
and Italy. The corporation’s assets con- 
sist of securities issued by Italian utilities, 
blocked lire and $270,000 in cash. Inability 
to verify the existence of applicant’s port- 
folio securities in Italy led to the commis- 
sion’s order. 


Proposals Filed 


The SEC also acknowledged the fil- 
ing of the following applications: 


Centra Power & Licut Co., subsidiary 
of Middle West Corp., proposal to purchase 
two Texas subsidiaries of American Power 
& Light Co. Involved are Texas Electric 
Service Co.s properties near Eagle Pass 
which Central Power would buy for $350.- 
000 in cash; and Texas Public Utilities 
Corp.’s water and ice properties in the 
same region for which the company would 
pay $330,000 in cash. 


Cities Service Power & Licut Co. pro- 
posal to buy in the open market not more 
than $1.000.000 of its 5} percent deben- 
tures, to effect reductions in debt and fixed 
charges. The company has outstanding 
$46,713,000 of the debentures, due 1949 
and 1952, of which $4,203,000 was held by 
the parent concern, Cities Service Co. 


Associatep ELectric Co. plan to enable 
the company to divest itself of all utility 
properties in Kentucky. Consummation of 
the plan would enable Associated Electric 
to sell Tri-City Utilities Co. common stock 
to the city of Frankfort, Ky. and enable 
Tri-City to sell to the city of Jellico certain 
physical properties in the community. 
Other companies involved in the plan are 
K-T Electric & Water Co. and Owensboro 
Gas Co. 


NationaL Power & Licut Co. applica- 
tion for permission to sell to Memphis Gen- 
erating Co., a subsidiary, 3,500 shares of 
Memphis Generating Co.’s $100 par value 
common stock for $350,000. National now 
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owns 50,500 shares of Memphis common 
and described the proposed transaction as 
a step in compliance with the commission’s 
order of Aug. 23, 1941 requiring National’s 
dissolution. 


Hearings Scheduled 


Hearings on applications before the 
Securities and Exchange Commission 
include the following: 


Avucust 3: Hearing on a supplemental 
‘plan to one already filed under Section 
11 (e) by Consolidated Gas & Electric Co. 
to effect complete compliance with the in- 
tegration and corporate simplification pro- 
visions of the Holding Company Act. The 
new plan asks for the discharge of Consoli- 
dated’s outstanding indebtedness, estimated 
as of Dec. 31, 1943 at $32,265,500 in bonds, 
by delivery to its bondholders of the com- 
mon stocks of five operating subsidiaries 
and of two new subsidiary holding com- 
panies. An amendment to the original plan 
provided for the elimination of the out- 
standing preferred, Class A and common 
stock of Consolidated and the issuance of 
new common which would be distributed 
91.5 percent to holders of outstanding pre- 
ferred and 5.5 percent to holders of out- 
standing Class A stock. 

Avcust 5: Hearing on the proposed ac- 
quisition by Pennsylvania Electric Co. of 
the assets of Keystone Public Service Co., 
Bradford Electric Co. and Erie County 
Electric Co. The application asks permis- 
sion to issue and sell at competitive bid- 
ding $4,000.000 principal amount of first 
mortgage bonds, due 1973, and 35,000 
shares of its cumulative preferred stock, 
the proceeds of which would be used to ac- 
quire a like amount of Keystone first mort- 
gage 5 percent bonds, due 1978. 


SeptemBer 8: Hearings postponed from 
July 27 in the proceedings of Indiana 
Hydro-Electric Power Co. The company 
filed a recapitalization plan under Section 
11 ‘e) of the Holding Company Act and 
hearing on the matter was consolidated 
with the commission’s corporate simplifi- 
cation order, instituted under Section 
FF (Bb). 2). 


Sues on Transmission 
Line Construction 


Claiming the sum of $31,943.39 is 
still due for construction of electrical 
transmission lines in four states. the 
Walco Engineering & Construction Co. 
recently filed suit in federal court at 
Tulsa. Okla.. for that amount against 
the Kamo Electrical Co-operative, Inc., 
and the Reconstruction Finance Cor- 
poration. 

Walco charged that on June 12, 1941, 
it signed a contract with Kamo for 
construction of power lines from Grand 
River Dam to points in Oklahoma, 
Arkansas, Kansas and Missouri. 

On May 12, 1942. the petition said, 
Kamo ordered the work halted. The 



















































co-operative, given financial support by 
the RFC, has paid $20,534.40 but 
almost $32,000 is still due, \ ‘alo, 
claims. 


Hartford Utility 
Meeting War Neds 


Hartford (Conn.) Electric Ligh: Co, 
pamphlet report for 1942, now — -sued 
to stockholders, emphasizes the i: pag; 
of various war problems on the sy stem, 
President Samuel Ferguson poin ; oy 
that total taxes rose from $674,800 (9. 
cents per dollar of revenue) in 1°30 ty 
$2,757.000 (24.4 cents per dollir of 
revenue) in 1942, and that in 1942 taxes 
were higher than either wages or diyj. 
dends. 

Shifts in business reflect the -wing 
of local industries to war work. Har. 
ford war plants used three times a 
much energy as they did three year 
ago. Industrial energy sales in 1942 
totaled 268,839,519 kw.-hr., against 9]. 
991.721 kw.-hr. in 1939. Revenue from 
these totaled $3,252,588, against §]. 
199,982. Unfortunately the present ex. 
cess profits tax holds earnings at the 
1936 level and makes it impossible for 
the company to retain even its normal 
earnings. 

Since 1936 the company has spent 
over $10,000,000 in plant additions 
vital to war. 

The company’s farsighted plant ex- 
pansion program has been a major fac- 
tor in its war service. Peak loads in. 
creased 22 percent from 1939 to 1942. 
but the steam capacity installed rose 26 
percent. Since World War I (1918) in- 
stalled steam capacity at Hartford ha: 
risen from 36,000 kw. to 164,000 kw 
(356 percent); peak load from 25.36) 
kw. to 135,000 kw. (433. percent): 
steam generation from 76.6 million t 
697.8 million kw.-hr. (811 percent 
and coal burned from 89.100 tons | 
383.000 tons (830 percent). Pounds o/ 
coal per kw.-hr., however, fell from 2.5 





Utility Reports 


Net Income 


1943 1942 The 
*Central Hudson Gas & Elec- ' 
Mi cui meee ba . $1,498,958 $1,583,!5 rdere 
*Detroit Edison and subs 8,651,784 9,974.07 








tElectric Power & Light and pro, 
subs 8,690,591 8,172.23 ight 

Kansas City Public Service 2,811,021 249,18 

tKey West Electric 61,085 76822 onne: 

+Mountain States Power 694,442 636,58 ny R 

tNational Power & Light mS “ 
and subs 5,679,885  5,645,28 ndan 

*Public Service of New Jer- &.. 
sey and subs 16,767,319 16,649,7% Rage pon 

+San Diego Gas & Electric i 1,390,073 ervic 

*Sierra Pacific Power 5 600,572 

tTampa Electric ; i 1,154,213 





* Twelve months ended June 30. uspel 
+ Twelve months ended May 31. ided 
t Twelve months ended April 30. 
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~) 1.099 (53 percent). It is estimated 
52.100 kw. will be available for 
reserve or new load in New England, 
excluiing Maine, in December, 1944, 
and 1,100 kw. in December next. 

Conversion to coal burning and in- 
gallaiion of coal-handling facilities at 
Hartford cost over $530,000, releasing 
about 5,250,000 gal. of oil. 

Sales of electrical energy in 1942 
totaled $11,316,000, a gain of 7.4 per- 
cent over 1941, Surplus was drawn upon 
to the extent of $231,000 to complete 
interest and normal dividend payments, 
as federal income and excess profit 
taxes increased by $678,000 during the 
year. Dividends totaled $2,303,317 on 
610,000 shares of $25 par common stock. 
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ersey Utilities . 
Lose Tax Decision 


Utility companies cannot include 
kervice connections to consumers in 
heir computation of the length of the 
lines and the mains on which the gross 
receipts franchise is based, New Jersey’s 
State Supreme Court ruled last week, 
firming a decision of the State Board 
ff Tax Appeals. 

Appealing from the decision of the 
ax board, involving 1940 assessments, 
ere Jersey Central Power & Light Co., 
Public Service Electric & Gas Co., New 
ersey Bell Telephone Co. and New 
ersey Power & Light Co. Decision on 
he issue involved a slash in_ utility 
axes for the year of approximately 
1.000.000. 

The court held that if a utility was 
ermitted to count all its lines running 
long public thoroughfares, plus service 
mnections, its franchise tax would be 
ess because the statuté imposed a 5 per- 
ent franchise tax upon such portion of 
e gross receipts of the utility as the 
ength of the lines or mains running 
ver or under public thoroughfares bore 

the whole length of its lines and 
mains, 


Order Jersey Central 
Service Change Hearing 


The Federal Power Commission has 
rdered a hearing for: September 1 on 
} proposal by Jersey Central Power & 
ight Co, to open switches on the inter- 
onnection facilities between South Am- 
wy. N. J.. and Perth Amboy, “thereby 
ndangering the continuity of service 
pon its own system as well as Public 


Pervice Electric & Gas Co.’s system in 


ase of emergency.” The FPC’s order 
ispended the changes in service pro- 
ided for in two supplemental rate 
hedules filed by Jersey Central. 
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Sales Opportunities 


Intinois—Commonwealth Edison Co., 
Chicago, has approved plans for new power 
substation. A building permit has been 
issued and work is scheduled to proceed 
at once, 


Loutstana—Consolidated Vultee  Air- 
craft Corp., San Diego, Calif., has con- 
tracted with government for expansion in 
plant, including new buildings with in- 
stallation of mechanical and _ electrical 
equipment. Entire project will cost about 
$5,500,000, with financing by Defense Plant 
Corp. Work will begin at early date. 


CaLirorntA—Commanding Officer, U. S. 
Naval Air Station, San Diego, has plans 
maturing for new submarine cable line for 
power supply, and has made application 
to War Department, Washington, D. C.. for 
permission to carry out work. E. C. LaRue, 
chief, civil engineering division, first noted 
address, is in charge. 


Wasuincton—U. S. District Engineer 
Office, Textile Tower Building, Seattle, 
plans installation of an electrical distribu- 
tion system in connection with new can- 
tonment. buildings at an army base. No 
estimate of cost announced, 


Oxn1o—Champion Machine & Forging 
Co., 3695 East 78th Street, Cleveland, will 
carry out expansion in plant for produc- 
tion for government, including new build- 
ing and installation of mechanical and 
electrical equipment. Cost about $1,000,000, 
with financing by Defense Plant Corp. 
Work is scheduled to begin at once. 


CatirorniA—Bureau of Reclamation, 
Redding, asks bids until Aug. 16 for con- 
struction of new 230-kv. transmission line, 
about 100 miles long, single-circuit, 60- 
cycle, wood poles, H-frame. Conductors 
will be 795,000 cm., aluminum, steel rein- 
forced, with average span about 700 ft. 
Each pole of two-pole structures is to be 
provided with a galvanized steel-strand 
ground wire. (Specifications 1056). 


Micuican—Ford Motor Co., Detroit, has 
contracted with government for expansion 
in a plant, including several new one-story 
buildings, with mechanical and electrical 
equipment. Entire project will cost ap- 
proximately $3,400,000 and will be placed 
under way soon. Financing by Defense 
Plant Corp. 


Orecon—Oregon Shipbuilding Corp., St. 
Johns, Portland, an interest of Henry J. 
Kaiser Co., Oakland, Calif. plans ex- 
pansion in plant, including new machine 
and woodworking shops, outfitting build- 
ings and other structures, with mechanical 
and electrical equipment and _ facilities. 
Also will install electric cranes, electric 
hoists and other mechanical handling 
equipment. Shipways will be extended and 
additions made in electrical distribution 
lines. Entire project will cost about $5,- 
000,000, with financing by government. 
Work is scheduled to begin at early date. 


Catirornia—Western Engineering & 
Construction Co., Sacramento, has made 
application to State Division of Water Re- 
sources, same city, for permission to use 
water from Deep Canyon, Bear Trap Gulch 
and Grouse Canyon, tributaries of forks of 
American River, Placer County. for a pro- 
posed hydroelectric power development in 
that area, with initial station capacity of 
10,300-hp. Also, for water supply from 
north fork of middle fork of same river, 
and from Duncan Canyon, tributary of 
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middle fork of same river, respectively, 
both in Placer County, for two other 
smaller hydroelectric power stations, with 
ratings of 3125-hp. and 3100-hp., in order 
noted. 


Vircinta—American Viscose Corp., Del- 
aware Trust Bldg., Wilmington, Del., has 
authorized expansion in mill comprising 
several new buildings, with installation of 
processing machinery and electrical equip- 
ment. Project is reported to cost over 
$750,000. Contract for building erection 
and supervision of equipment installation 
has been let to Rust Engineering Co., 
Clark Bldg., Pittsburgh, Pa., with work to 
proceed at once. Completion is scheduled 
early in 1944. 


lowA—Municipal Utilities Department, 
Indianola, is planning expansion in city- 
owned generating: station as a post-war 
project, with installation of additional 
equipment for increased capacity. Esti- 
mates of cost will be made by Virgil E. 
Knight, plant superintendent and engineer. 


Wyominc—Monolith Portland Cement 
Co.. 215 West Seventh St., Los Angeles, 
Calif., has closed agreement with govern- 
ment for construction and operation of a 
new plant for production of alumina. It 
will comprise several one and multi-story 
processing and production buildings, with 
mechanical and electrical equipment and 
facilities for large output. Also, boiler 
house, power substation, shops, adminis- 
tration building and miscellaneous struc- 
tures. Entire program will cost about 
$3,900,000 and will be financed by Defense 
Plant Corp. Project will be carried out by 
Monolith Portland Midwest Co., Laramie, 
a subsidiary interest. 


FLortpa—Municipal Electric Depart- 
ment, Jacksonville, will expend approxi- 
mately $700,000 for expansion in munici- 
pal power plant, with work scheduled to be 
carried out early in 1944. Contract for 
high-pressure boiler, with rating of 225,- 
000 |b. of steam per hour, has _ been 
awarded to Combustion Engineering Co., 
New York, N. Y., and awards for other 
required equipment will be made soon. 
Project has approval of WPB. Burns & 
Roe. Inc., 233 Broadway, New York, is con- 


sulting engineer. 


Micuican—Murray Corp. of America, 
Inc.. 7700 Russell St., Detroit, manufac- 
turer of steel automobile bodies, heavy steel 
stampings, etc., has contracted with govern- 
ment for expansion in plants in Michigan 
and Pennsylvania, including new _ build- 
ings, with installation of mechanical and 
electrical equipment. Entire project will 
cost about $1.800,000. Financing by De- 
fense Plant Corp. Plans for Pennsylvania 
development will be prepared by Giffels & 


Vallet. Inc., Marquette Bldg., Detroit, 
architect and engineer. 
Vermont—Bell Aircraft Corp., 2050 


Elmwood Ave., Buffalo, has taken over a 
former textile mill and will convert for 
new plant for production of special equip- 
ment for government. Property com- 
prises several large one and multi-story 
buildings, which will be remodeled and 
modernized, with installation of mechanical 
and electrical equipment and facilities for 
large output. Entire project will cost about 
€2.000.000, with financing by Defense 
Plant Corp. Work will begin soon, with 
plant scheduled for operation late in Sep- 
tember. 
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Unit Substation 


New line of load-center unit substations 
for semi-hazardous locations in oil refiner- 
ies, chemical plants and other plants hav- 
ing similar conditions incorporates a liquid- 





Load-center unit substation (side view); 

ratings from 100 to 1,000 kva. at 480 volts 

and 100 to 500 kva. at 208/120Y or 240 volts; 
sc 


handles primary voltages from 2.4 to I5 kv. 
General Electric Co., Schenectady, N. Y. 


filled primary disconnecting switch, stand- 
ard Pyranol or oil-filled transformer sec- 
tion and a low-voltage section with a 600- 
volt, easily removable air circuit breaker. 
The units are completely metal-inclosed, 
co-ordinated, factory-built substations. All 
arcing parts are either liquid-immersed or 
in inclosures of Class I, Group D construc- 
tion. 


Output Meter 


Model 47 output meter: five voltage 
ranges. O—!.5/6/15/60/150. Radio City Prod- 
57 , 4 N v 


ucts, Inc., 127 West 


no 


6th S Jew York 


Test instrument is said to have a con- 
stant impedance of 4,000 ohms. Voltage 
ranges are available by turning a selector 
switch. Resistors are claimed to be ac- 
curate within one percent. A self-contained 
condenser for blocking any d.c. compo- 
nents is connected to separate terminals. 


Oil Conditioner 





iges éxi6 in. S, F. Bowser & Co., Inc., 

Auxiliary unit has parts for washing 
and dehydrating lubricating oil and, be- 
ing designed for use with the company’s 
type A filters, is said to provide all the 
important factors necessary for complete 
oi! conditioning: precipitation, filtration, 
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EW EQUIPMENT. 





acid correction and dehydration. By con- 
stantly circulating approximately 25 per- 
cent of the oil from the clean oil compart- 
ment of the filter through the auxiliary 
unit, it is claimed that the oil can be kept 
clean and the acid point held to a safe, 
low factor. 


Solder 


"LT" solder: available in bar, core and wire- 
forms. Lenk Mfg. Co., Newton Lower Falls, 
Mass. 


Solder is a mixture of tin, lead, bismuth 
and silver. It can be obtained with an acid 
core for general work and a rosin core 
for radio and delicate electrical work. 
Manufacturer states no pereference ratings 
or certifications are required. 


Form-Holding Unit 


Newly designed form-holding device, 
made of wood, is suitable for use in indus- 
trial payroll departments. Through its use 
employees’ checks or cash payroll state- 
ments, payroll summary sheets and indi- 





nit 


payroll recording posting u 
The Todd Co., Rochester, N. Y. 


''Form-Master 


vidual earnings records can be posted at 
the same time. According to the manufac- 
turer, the device saves as much as 61.6 
percent of man-hours in payroll depart- 
ments, 





BUYING ELECTRICAL EQUIPMENT? — 
McGraw-Hill’s Electrical Buyers Reference 
is a@ convenient place to look first for 
manufacturers’ product data, names and 
addresses. 
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Safety Goggle 


All-plastic goggle is designed to {; »,,. 
prescription glasses. Full frame ji. «,\; 
to give added protection against injury 
from sides, top and bottom, and is yeny, 
lated. Plexiglas lenses are claimed 0 ;, 







































general utility safety o agle 


""Eye-Savers:"' 
Watchmoket Optical Co, 


weight 1% oz. 
Providence, R. |. 


shatter or splinter under impact and cap 


be removed for cleaning or replacemen, s 
Snap-in filters are available for glares. i 
n 

e 
C 
Separator 
I" 


Type "'M" magnetic separator; furnished |, 
verious sizes and belt widths. Stearns Mag. 
netic Mfg. Co., Milwaukee, Wis. 


Designed to operate on the principle 
the Ball-Norton underfeed lift method, ney 
magnetic separator is partially inclosed jy 
a welded steel housing which is said 
exclude foreign materials from enterin: 
the separation process. Since the separatin; 
belt runs faster than the feeder belt, th 
magnetic material spreads out over ; 
greater area and by the active agitation 
the non-magnetic particles are sifted ou, 
dropping onto the feeder belt. 


- 


Communication Units 


Model ‘“'LP-77'' master- a 
units: operate on !10 volts, a.c. 
able in 10, 20, 30, 40, 50, etc., stations 
Talk-A-Phone Mfg. Co., ‘ 
St., Chicago, Ill. 


Line of intercommunication equipment 
utilizes, in any combination up to ter. 
both master stations and a new “selector 
type” substation. In one system master 
stations may communicate privately wit! 
out interruption by remote stations, ané 
may converse with the different substation: 
at will. Master stations can call one 2 
other regardless of whether the station b+ 
ing called has power on or not. Statior 
may be placed at any distance up to 2," 
ft. from each other. 


Fu: 
* for 
me 

Soldering Flux 
Solderux Liquid” flux. Mico Instrument Co Ss 
Cambridge, Mass. 4 
New liquid flux has been developed hav Ma 


ing active, water-soluble characteristics 
with chemical inertness at ordinary tem 
peratures, It is said to lose water rapid’ 
upon exposure to air, is non-corrosive ant 
has an intense cleaning action, Surface 
tension is low and wetting action higi. 
facilitating entrance into thin cracks ast 
crevices, according to manufacturer: 
claims. This liquid flux is an addition 
the company’s flux products in the for 
of cream and paste. 
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Short Circuit Protection 
at Lower Cost—With 
Saving in Critical Metals 

















S&C Power Fuses for short-circuit protection are 
now being used in combination with oil-immersed 
contactor,—in one assembly,—on high voltage 
induction and synchronous motor installations. 


This combination has advantages of: — 


Power Fuse protection with the necessary short-circuit 

Q@ interrupting capacities to provide fast, reliable circuit 
interruption when faults occur in motors or connected 
equipment,—and,— 


Starting and stopping of the motor by means of Oil- 
2 immersed Contactors. Installation is simpler than for 
other types of circuit interruption and control appa- 
ratus,—less critical metal is required, costs are lower, 
and deliveries better. 








Type “SM” Fuses are avail- 
_able with ratings of 1- to 400 
amperes, 2300/4000 Volts. 
Interrupting capacities up to 
30,000 rms amperes or 
207,000 kva. 
For more complete data 
on Power Fuses for industrial 





Fuse Refill Unit, installations, send for S&C 
for quick replace- . 
ment on the job. Bulletins. 


SCHWEITZER & CONRAD, Inc. 


4435 Ravenswood Avenue, Chicago, Illinois 
Manufactured in Canada by Powerlite Devices, Ltd., Toronto, Ont. 


Va TYPE “SM” 
AMFUSES ~~ : 
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Power 
Where Yo 
Need It! 





Allis-Chalmers Dry-Type Transformers 
Can be Installed Right at Load Centers! 


HAT WORKER is installing an 

Allis-Chalmers Dry-Type Trans- 
former right by the equipment it will 
serve... Saving a long run of heavy 
secondary copper! These modern 
units can be placed almost anywhere 
— on posts, beams, overhead plat- 
forms— saving valuable floor space. 


Installation is simple, quick, money- 
saving! No need to build fire-proof 
vaults—no insulating liquid requir- 
ed. Load center location gives you 
improved voltage regulation, lower 
line losses. Get the full story from 
our nearby office or write ALLIs- 
CHALMERS, MILWAUKEE 1, W's. 
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have been proved—unquestionably. 


mined to suit the conditions. 

Service records of Murray Low Loss 
Reactors disclose the clearing of the most 
severe short circuits, with the resultant sav- 
ing of thousands of dollars in plant equip- 
ment, maintenance and operation. 

Be prepared with Murray Reactors—their 
installations pays and pays well. 

Metropolitan Device Corporation, 
Brooklyn, N. Y. 
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HIGHEST 
All-Year Efficiencies 


HIGHEST 
Short Circuit Protection 


LOWEST 
Temperature Rises 
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HE ability of Murray Current Limiting Reactors to withstand 
severe short circuit conditions is a matter of record—since 
the first one was built in 1910. Their reliability and sturdiness 


Murray Reactors are “hand-tailored” to meet definite charac- 
teristics of the particular system. And if available space for their 
installation is limited as in crowded plants, their size is deter- 
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OTHER 
MURRAY 
DEVICES 


Aerial Ladder 
Cable Racks 
Malleable Strapping 
Meter Boxes 

Meter Seals 

Meter Switches 
Panelboxes 

Safety Switches 
Testing Devices 
Wiring Troughs 














